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PREFACE 


TO  THE 


THIRTEENTH  EDITION 


In  preparing  the  thirteenth  edition  of  ‘ Refraction 
of  the  Eye  ’ for  publication,  the  original  plan  of  the 
book  has  been  maintained,  and  no  effort  has  been 
spared  to  make  the  work  more  worthy  of  the  favour 
with  which  it  has  been  received  in  this  country  and 
abroad. 

Although  but  a short  time  has  elapsed  since  the 
last  edition  of  3000  was  published,  the  book  has 
been  carefully  revised,  and  alterations  made  in 
accordance  with  our  increasing  knowledge  of  the 
subject. 


12,  WlMPOLE  StEEET,  W. 
June,  1905. 


G.  H. 


/ 


PE.EI'AOE 


TO  THB 

FIEST  EDITION. 


I HAVE  endeavoured  in  tlie  following  pages  to  state 
briefly  and  clearly  tlie  main  facts  with  which,  practi- 
tioners and  students  should  he  acquainted,  in  order 
to  enable  them  to  diagnose  errors  of  refraction  accu- 
rately, and  to  prescribe  suitable  glasses  for  their 
correction. 

Those  who  would  do  this  with  facility  can  only 
acquire  the  requisite  amount  of  dexterity  by  prac- 
tically working  out  a large  number  of  cases  of  refrac- 
tion. No  book,  or  even  the  knowledge  gained  by 
watching  others  who  are  thus  employed,  can  take  the 
place  of  this,  the  practical  part  of  the  subject. 

To  many  of  my  readers  the  chapter  on  Optics  may 
appear  unnecessary.  I have  added  it  for  the  benefit 
of  those  whose  school  education  did  not  include  this 
subject,  since  its  elementary  details  so  completely 
underlie  the  whole  subject  of  refraction,  that  every 
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student  should  understand  them  thoroughly  before 
passing  on  to  the  real  subject  in  hand. 

I have  found  it  necessary  in  several  instances  to 
repeat  important  matters,  and  this  I have  done  to 
obviate  the  necessity  of  continual  references  to  other 
parts  of  the  book,  as  well  as  in  some  cases  to  impress 
the  importance  of  the  subject  upon  the  student. 

The  woodcuts  are  numerous  in  proportion  to  the 
size  of  the  work,  but  I consider  that  they  are  a very 
great  help  to  the  thorough  understanding  of  the 
subject. 

The  old  measurements  have  been  purposely  omitted 
in  favour  of  the  almost  universally  adopted  metrical 
system.  It  is  confusing  to  the  learner  to  have  to  do 
with  two  distinct  sets  of  measurements,  and  no  possible 
good  can  accrue  from  perpetuating  the  old  system  of 
feet  and  inches. 

At  the  end  of  the  work  I have  given  a list  of  those 
authors  to  whom  I have  been  indebted  for  much 
valuable  information ; and,  in  conclusion,  I take  this 
opportunity  of  thanking  my  numerous  friends  for 
their  help  and  suggestions. 

G.  H. 


January,  1884. 
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THE  REFRACTION  OF  THE  EYE 


CHAPTER  I 

OPTICS 

Light  is  propagated  from  a luminous  point  in  every 
plane  and  in  every  direction  in  straight  lines;  these 
lines  of  direction  are  called  rays.  Raya  travel  with 

the  same  rapidity  so  long  as  they  remain  in  the  same 
medium. 

The  denser  the  medium,  the  less  rapidly  does  the 
ray  of  light  pass  through  it. 

Rays  of  light  diverge,  and  the  amount  of  diverg- 
ence is  proportionate  to  the  distance  of  the  point 
from  which  they  come ; the  nearer  the  source  of  the 
I’ays,  the  more  they  diverge. 

When  rays  proceed  from  a distant  point  such  as  the 
sun,  Ris  impossible  to  show  that  they  are  not  parallel  • 
and  m dealing  with  rays  which  enter  the  eye,  it  will 
be  sufficiently  accurate  to  assume  them  to  be  parallel 

when  they  proceed  from  a point  at  a greater  distance 
than  6 metres. 

A ray  of  light  meeting  with  a body  may  be  ahsorhed, 
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reflected,  or  if  it  is  able  to  pass  tbrougli  this  body  it 
may  be  refracted. 


Reflection 

Reflection  hy  a Plane  Surface 

Reflection  takes  place  from  any  polished  surface, 

and  according  to  two  laws. 

1st.  The  angle  of  reflection  is  equal  to  the  angle 

of  incidence. 

2nd.  The  reflected  and  incident  rays  are  both  in 
the  same^lane,  which  is  perpendicular  to  the  reflect- 
ing surface. 


Fiq.  1. 


Thus,  if  A B be  the  ray  incident  at  B,  on  the  mirror 
c D,  and  B E be  the  ray  reflected,  the  perpendicular 
p B will  divide  the  angle  A b e into  two  equal  parts, 
the  angle  a B p is  equal  to  the  angle  p b e;  while 
A b,  P B,  and  E b lie  in  the  same  plane. 

When  reflection  takes  place  from  a plane  surface, 
the  image  is  projected  backwards  to  a distance  behind 
the  mirrow  equal  to  the  distance  of  the  object  in  front 
of  it,  the  image  being  of  the  same  size  as  the  object. 

Thus  in  Fig.  2 the  image  of  the  candle  c is  formed 
behind  the  mirror  M,  at  o',  a distance  behind  the 
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mirror  equal  to  tlie  distance  of  the  candle  in  front  of 
it ; an  observer’s  eye  placed  at  e would  receive  the 
rays  from  c as  if  they  came  from 

Fia.  2, 


»r.  The  mirror,  o.  Tho  caudle,  o'.  Thu  virtual  image  of  the  candle 
E.  The  eye  of  the  observer  receiving  rays  from  the  mirror. 

^ The  image  of  the  candle  so  formed  by  a plane  mirroi 
IS  called  a virtual  image. 


Reflection  by  a Concave  Surface 

A concave  surface  may  be  looked  upon  as  made  up 
ot  a number  of  planes  inclined  to  each  other. 

Parallel  rays  falling  on  a concave  mirror  are  re- 
flected as  convergent  rays,  which  meet  on  the  axis  at 
a point  (P  Pig.  3)  called  the  principal  focus,  midway 
between  the  mirror  and  its  optical  centre  c.  The  dis 
tance  of  the  principal  focus  from  the  mirror  is  called 
he  tocal  length  of  the  mirror. 
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If  the  Intninons  point  be  situated  at  p,  then  the 
diverging  rays  would  be  reflected  as  parallel  to  each 
other  and  to  the  axis. 

If  the  luminous  point  is  at  the  centre  of  the  con- 
cavity of  the  mirror  (c),  the  rays  return  along  the 
same  lines,  so  that  the  point  is  its  own  image. 

If  the  luminous  point  at  A the  focus  Ysdll  be  at  a, 

Fig.  3. 


and  it  is  obvious  that  if  the  luminous  point  be  moved 
to  a,  its  focus  will  be  at  a;  these  two  points  therefore, 
A and  a,  bear  a reciprocal  relation  to  each  other,  and 
c^Wedi  conjugate  foci. 

If  the  luminous  point  is  beyond  the  centre,  its  con- 
jugate focus  is  between  the  principal  focus  and  the 

centre.  . • i c 

If  the  luminous  point  is  between  the  principal  focus 

and  the  centre,  then  its  conjugate  is  beyond  the 
centre;  so  that  the  nearer  the  luminous  point  ap- 
proaches the  principal  focus,  the  greater  is  the  dis- 
tance at  which  the  reflected  rays  meet. 

If  the  luminous  point  be  nearer  the  mirror  than  the 
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principal  focus  (p),  tlie  rays  ■will  be  reflected  as  diver- 
gentj  and  will  therefore  ne'ver  meet : if,  however,  we 
continue  these  diverging  rays  backwards,  they  will 
unite  at  a point  (h)  behind  the  mirror ; this  point  is 
called  the  virtual  focus,  and  an  observer  situated  in 


the  path  of  reflected  rays  will  receive  them  as  if  they 
came  from  this  point. 

Thus  it  follows  that — 

Concave  mirrors  produce  two  kinds  of  images  or 
none  at  all,  according  to  the  distance  of  the  object,  as 
may  be  seen  by  looking  at  one^s  self  in  a concave  mirror. 
If  the  mirror  is  placed  nearer  than  its  principal  focus, 
then  one  sees  an  enlarged  ■virtual  image,  which  in- 
creases slightly  in  size  as  the  concave  mirror  is  made 
to  recede;  this  image  becomes  confused  and  disap- 
pears as  the  principal  focus  of  the  mirror  is  reached  : 
on  mo^ving  the  mirror  still  further  away  (that  is  be- 
yond its  focus)  one  obtains  an  enlarged  inverted 
image,  which  diminishes  as  the  miiTor  is  still  further 
withdrawn. 
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Reflection  hy  a Convex  Surface 

Parallel  rays  falling  on  such  a surface  are  reflected 
as  divergent^  hence  never  meet ; but  if  the  diverging 
rays  thus  formed  are  carried  backwards  by  lineSj 
then  an  imaginary  image  is  formed  which  is  called 
negative,  and  at  a point  called  the  ‘principal  focus  (p). 

Foci  of  convex  mirrors  are  therefore  virtual ; and 
the  imagej  whatever  the  position  of  the  object,  is 
always  virtual,  erect,  and  smaller  than  the  object. 


Fia.  6. 


The  radius  of  ti  e mirror  is  double  the  principal 
focus. 

Refraction 

Refraction  hy  a Plane  Surface 

A ray  of  light  passing  through  a transparent  me- 
dium into  another  of  a different  density  is  refracted, 
unless  the  ray  fall  perpendicular  to  the  surface  sepa- 
rating the  two  media,  when  it  continues  its  course 
without  undergoing  any  refraction  (Fig.  6,  n k). 
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A ray  is  called  incident  before  entering  tbe  second 
medium,  emergent  after  leaving  it. 

A ray  passing  from  a rarer  to  a denser  medium  is 
refracted  towards  tbe  perpendicular;  as  shown  in 
Fig.  6,  the  ray  A B is  refracted  at  b,  towards  the  per- 
pendicular p p. 

In  passing  from  the  denser  to  the  rarer  medium 
the  ray  is  refracted  from  the  perpendicular ; B D is 
refracted  at  c,  from  p p (Fig.  6). 


Pia.  6. 


Reflection  accompanies  refraction,  the  ray  dividing 
itself  at  the  point  of  incidence  into  a refracted  portion 
B c,  and  a reflected  portion  b e. 

The  amount  of  refraction  is  the  same  for  any 
medium  at  the  same  obliquity,  and  is  called  the  index 
of  refraction;  air  is  taken  as  the  standard,  and  is 
called  1 ; the  index  of  refraction  of  water  is  F3,  that 
of  glass  1’5.  The  diamond  has  almost  the  highest 
refractive  power  of  any  transparent  substance,  and 
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has  an  index  of  refraction  of  2'4.  The  cornea  has  an 
index  of  refraction  of  T3,  and  the  lens  T4. 

The  refractive  power  of  a transparent  substance  is 
not  always  in  proportion  to  its  density. 

If  the  sides  of  the  medium  are  parallel,  then  all 
rays  except  those  perpendicular  to  the  surface  which 
pass  through  without  altering  their  course  are  re- 
fracted twice,  as  at  B and  c (Fig.  6),  and  continue  in 
the  same  direction  after  passing  through  the  medium 
as  they  had  before  entering  it. 

If  the  two  sides  of  the  refracting  medium  are  not 
parallel,  as  in  a prism,  the  rays  cannot  be  perpen- 
dicular to  more  than  one  surface  at  a time. 

Therefore  every  ray  falling  on  a prism  must  un- 
dergo refraction,  and  the  deviation  is  always  towards 
the  base  of  the  prism. 

The  relative  direction  of  the  rays  is  unaltered 

(Fig.  7). 

Fig.  7.  Fig.  8. 


If  D M (Fig.  8)  be  a ray  falling  on  a prism  (a  b c)  at 
M,  it  is  bent  towards  the  base  of  the  prism,  assuming 
the  direction  M n;  on  emergence  it  is  again  bent  at  n ; 
an  observer  placed  at  E would  receive  the  ray  as  if  it 
came  from  k;  the  angle  K n D formed  by  the  two  lines 
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at  H is  called  the  angle  of  deviation,  and  is  about  half 
the  size  of  the  principal  angle  formed  at  a by  the  two 
sides  of  the  prism. 

Refraction  by  a Spherical  Surface 

Parallel  rays  passing  through  such  a surface  sepa- 
rating media  of  different  density  do  not  continue 
parallel,  but  are  refracted,  so  that  they  meet  at  a 
point  called  the  principal  focus. 

If  parallel  rays  k,  d,  e,  fall  on  A B,  a spherical  sur- 
face separating  the  media  m and  N of  which  N is  the 
denser  j ray  D,  which  strikes  the  surface  of  a b at  right 
angles,  passes  through  without  refraction,  and  is  called 
the  principal  axis  ; ray  K will  strike  the  surface  at  an 
angle,  and  will  therefore  be  refracted  towards  the 
perpendicular  c j,  meeting  the  ray  D at  F;  so  also  with 
ray  E,  and  all  rays  parallel  in  medium  m.  The  point 
F where  these  rays  meet  is  the  principal  focus,  and  the 

Fio.  9. 


distance  between  the  principal  focus  and  the  curved 
surface  is  spoken  of  as  the  principal  focal  distance. 
Rays  proceeding  from  f will  be  parallcd  in  m after 
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passing  through  the  refracting  surface.  Eays  parallel 
in  medium  n -will  focus  at  p',  which  is  called  the  ante- 
rior focus. 

Had  the  rays  in  medium  m been  more  or  less  diver- 
gent, they  would  focus  on  the  principal  axis  at  a 
greater  distance  than  the  principal  focus,  say  at  h; 
and  conversely  rays  coming  from  H would  focus  at  G ; 
these  two  points  are  then  conjugate  foci. 

When  the  divergent  rays  focus  at  a point  on  the 
axis  twice  the  distance  of  the  principal  focus,  then  its 
conjugate  will  be  at  an  equal  distance  on  the  other 
side  of  the  curved  surface. 

If  rays  proceed  from  a point  o,  nearer  the  surface 
than  its  principal  focus,  they  will  still  be  divergent 
after  passing  through  A B,  though  less  so  than  before, 
and  will  therefore  never  meet ; by  continuing  these 


Fig.  10. 


rays  backwards  they  will  meet  at  l,  so  that  the  conju- 
gate focus  of  0 will  be  at  l,  on  the  same  side  as  the 
focus ; and  the  conjugate  focus  will  in  this  case  be 
spoken  of  as  negative. 
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Refraction  hy  Lenses 

Refraction  by  lenses  is  somewhat  more  complicated. 

A lens  is  an  optical  contrivance  usually  made  of 
glass,  and  consists  of  a refracting  medium  with  two 
opposite  surfaces,  one  or  both  of  which  may  be  seg- 
ments of  a sphere ; they  are  then  called  spherical 
lenses,  of  which  there  are  six  varieties. 
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1.  Plano-convex,  the  segment  of  one  sphere  (Fig. 
11,  B). 

2.  Biconvex,  segments  of  two  spheres  (Fig.  11,  a). 

3.  Converging  concavo-convex,  also  called  a con- 
verging meniscus. 

4.  Plano-concave. 

5.  Biconcave. 

6.  Diverging  concavo-convex,  called  also  a diverg- 
ing meniscus. 

Lenses  may  be  looked  upon  as  made  up  of  a number 
of  prisms  with  different  refracting  angles — convex 
lenses,  of  prisms  placed  with  their  bases  together; 
concave  lenses,  of  prisms  with  their  edges  together. 

A ray  passing  from  a less  refracting  medium  (as 
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air)  through  a lens,  is  deviated  towards  the  thickest 
part,  therefore  the  first  three  lenses,  which  are  thickest 
^t  the  centre,  are  called  converging ; and  the  "others, 
which  are  thickest  at  the  borders,  diverging. 
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A line  passing  through  the  centre  of  the  lens 
(called  the  optical  centre),  at  right  angles  to  the  sur- 
faces of  the  lens,  is  termed  the  principal  axis,  and  any 
ray  passing  throngh  that  axis  is  not  refracted. 

All  other  rays  nndergo  more  or  less  refraction. 

Rays  passing  through  the  optical  centre  of  a lens, 
but  not  through  the  principal  axis,  suffer  slight  devia- 
tion, but  emerge  in  the  same  direction  as  they  entered. 
These  are  called  secondary  axes  (Fig.  13).  The 
deviation  in  thin  lenses  is  so  slight  that  they  are 
usually  assumed  to  pass  through  in  a straight  line. 

Parallel  rays  falling  on  a biconvex  lens  are  ren- 
dered convergent;  thus  in  Fig.  14  the  rays  A,  u,  c, 
strike  the  surface  of  the  lens  (l)  at  the  points  n,  e,  p ; 
the  centre  ray  (b)  falls  on  the  lens  at  E perpendicular 
to  its  surface,  and  therefore  passes  through  in  a 
straight  line;  it  also  emerges  from  the  lens  at  right 
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angles  to  its  opposite  surface,  and  so  continues  its 
course  without  deviation;  but  the  ray  A strikes  the 
surface  of  the  lens  obliquely  at  d,  and  as  the  ray  is 
passing  from  one  medium  (air)  to  another  (glass) 

Pig.  13. 


Lens  with  secondary  axes  undergoing  slight  deviation. 

which  is  of  greater  density,  it  is  bent  towards  the 
perpendicular  of  the  surface  of  the  lens,  shown  by  the 
dotted  line  M K ; the  ray  after  deviation  passes  through 
the  lens,  striking  its  opposite  surface  obliquely  at  o, 

Fig,  14. 


and  as  it  leaves  the  lens,  enters  the  rarer  medium 
(air),  being  deflected  from  the  perpendicular  N o ; it 
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is  now  directed  to  h,  where  it  meets  the  central  ray 
B H;  ray  c,  after  undergoing  similar  refractions,  meets 
the  other  rays  at  H,  and  so  also  all  parallel  rays  falling 
on  the  biconvex  lens  (l). 

Parallel  rays,  therefore,  passing  through  a convex 
lens  (l)  are  brought  to  a focus  at  a certain  fixed  point 


Fig.  15. 


(a)  beyond  the  lens;  this  point  is  the  principal  focus, 
and  the  distance  of  this  focus  from  the  lens  is  called 
the  focal  length  of  the  lens. 

Pays  from  a luminous  point  placed  at  the  principal 
focus  (a)  emerge  as  parallel  after  passing  through  the 
lens. 

Divergent  rays  from  a point  (b)  outside  the  princi- 
pal focus  (p.  Fig.  16)  meet  at  a distance  beyond  (p') 
the  principal  focus  on  the  other  side  of  the  lens  (l), 
and  if  the  distance  of  the  luminous  point  (b)  is  equal 
to  twice  the  focal  length  of  the  lens,  the  rays  will  focus 
at  a point  (c)  the  same  distance  on  the  opposite  side 
of  the  lens ; rays  coming  from  c would  also  focus  at 
B : they  are  therefore  called  conjugate  foci,  for  we 
can  indifferently  replace  the  image  (c)  by  the  object 

(b) ,  and  the  object  (b)  by  the  image  (c). 
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If  the  luminous  point  (d)  be  between  the  lens  and 
the  principal  focus  (f),  then  the  rays  will  issue  from 
the  lens  divergent,  though  less  so  than  before  enter- 
ing it ; and  if  we  prolong  them  backwards  they  will 
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meet  at  a point  (h)  further  from  the  lens  than  the 
point  D ; H will  therefore  be  the  virtual  focus  of  D,  and 
the  conjugate  focus  of  n may  be  spoken  of  as  negative. 

Biconvex  lenses  have  therefore  two  principal  foci, 
p and  p',  one  on  either  side,  at  an  equal  distance  from 
the  centre. 

In  ordinary  lenses,  and  those  in  which  the  radii  of 
the  two  surfaces  are  nearly  equal,  the  principal  focus 
closely  coincides  with  the  centre  of  curvature. 

We  have  assumed  the  luminous  point  to  be  situated 
on  the  principal  axis;  supposing,  however,  it  be  to  one 
side  of  it  as  at  e (Fig.  17),  then  the  line  (e  f)  passing 
through  the  optical  centre  (c)  of  the  lens  (l)  is  a 
secondary  axis,  and  the  focus  of  the  point  e will  be 
found  somewhere  on  this  line,  say  at  p,  so  that  what 
has  been  said  respecting  the  focus  of  a luminous  point 
on  the  principal  axis  (a  b)  is  equally  true  for  points 
on  a secondary  axis,  provided  always  that  the  inclina- 


16 


THE  REFRACTION  OP  TOE  EYE 


tion  of  this  secondary  axis  is  not  too  great,  when  the 
focus  will  become  imperfect  on  account  of  the 
spherical  aberration  which  will  be  produced. 


Fio.  17. 


In  biconcave  lenses  the  foci  are  always  virtual, 
whatever  the  distance  of  the  object. 

Rays  of  light  parallel  to  the  axis  diverge  after 
refraction,  and  if  their  direction  be  continued  back- 
ward they  will  meet  at  a point  termed  the  principal 
focus  (Fig.  18,  p). 

Fia.  18. 


Fig.  19  shows  the  refraction  of  parallel  rays  by  a 
biconcave  lens  (l)  ; the  centre  ray  B strikes  the  lens 
at  E perpendicular  to  its  surface,  passing  through 
without  refraction,  and  as  it  emerges  from  the  oppo- 
site side  of  the  lens  perpendicular  to  its  surface,  it 
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continues  in  a straight  line  ; the  ray  A strikes  the  lens 
obliquely  at  D and  is  refracted  towards  the  perpen- 
dicular, shown  by  the  dotted  line  G H ; the  ray  after 


Fig.  19. 


deviation  passes  through  the  lens  to  K,  where,  on 
entering  the  medium  of  less  density  obliquely,  it  is 
refracted  from  the  perpendicular  o p,  in  the  direction 
K M ; the  same  takes  place  with  ray  c at  p and  n ; so 
also  with  all  intermediate  parallel  rays. 

Formation  of  Images. — To  illustrate  the  formation 
of  images  the  following  simple  experiment  may  be 
carried  out : — Take  a screen  with  a small  perforation 
and  place  on  one  side  of  it  a candle,  and  on  the 
other  side  a sheet  of  white  cardboard  at  a suitable 
distance  to  receive  any  image : rays  diverge  from 
the  candle  in  all  directions,  most  of  those  falling 
on  the  screen  are  intercepted  by  itj  but  some  few 
pass  through  the  perforation  and  form  an  image  of 
the  candle  on  the  cardboard,  the  image  being  in- 
verted because  the  rays  cross  each  other  at  the 
orifice.  It  can  further  be  shown  that  when  the 
candle  and  cardboard  are  equally  distant  from  the 
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perforated  screen,  the  candle  flame  and  its  image  will 
be  of  the  same  size.  If  the  cardboard  be  moved 
further  from  the  screen  the  image  is  enlarged,  if 
it  be  moved  nearer  it  is  diminished;  if  we  make  a 
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dozen  perforations  in  the  screen,  a dozen  images 
will  be  found  on  the  cardboard,  if  a hundred  then  a 
hundred;  but  if  the  apertures  are  so  close  together 
that  the  images  overlap,  then  instead  of^  so  many 
distinct  images  we  get  a general  illumination  of  the 

cardboard.  . j.  .1.  r • 

The  image  of  an  object  is  the  collection  of  the  foci 

of  its  several  points ; the  images  formed  by  lenses 
are,  as  in  the  case  of  the  foci,  real  or  virtual.  Images 
formed,  therefore,  by  convex  lenses  may  be  real  01 


virtual. 

In  Fig.  21,  let  a b be  a candle  situated  at  an 
infinite  distance ; from  the  extremities  of  a b draw 
two  lines  passing  through  the  optical  centre  (c)  of  a 
biconvex  lens,  then  the  image  of  a will  be  formed 
somewhere  on  the  line  a c a (termed  a secondary  axis), 
say  at  a ; the  image  of  b will  be  formed  on  the  line 
B c h,  say  at  b ; therefore  t a is  a small  inverted  image 


FORMATION  OP  IMAGES 


19 


of  the  candle  a b,  formed  at  the  principal  focus  of  the 
convex  lens.  Had  the  candle  been  placed  at  twice 
e focal  distance  of  the  lens,  then  its  inverted  image 

Fio.  21. 


Heal  inverted  image  formed  by  convex  lens. 


joulcl  be  formed  at  a corresponding  point  on  the 

pposite  side  of  the  lens,  and  would  be  of  the  same 
Size  as  the  object. 

If  the  candle  be  at  the  principal  focus  (r),  then  the 

image  m at  an  infinite  distance,  the  rays  after  refrac- 
tion  being  parallel. 

If,  however,  the  candle  (a  b)  be  nearer  the  lens  than 
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Virtual  image  formed  by  convex  lens. 


the  focus,  then  the  rays  which  diverge  from  the  candle 
II,  after  passing  through  the  convex  lens,  be  stili 
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divergent,  so  that  no  image  is  formed ; an  eye  placed 
at  E would  receive  the  rays  from  A B as  if  they  came 
from  ah ; ah  ia  therefore  a virtual  image  of  A B,  erect 
and  larger  than  the  object,  and  formed  on  the  same 
side  of  the  lens  as  the  object. 

Images  formed  by  biconcave  lenses  are  always 
virtual,  erect,  and  smaller  than  the  object.  Let  A B 

Fig.  23. 


Virtual  image  formed  by  concave  lens. 

be  a candle,  and  p the  principal  focus  of  a biconcave 
lens  ; draw  from  A B two  lines  through  c,  the  optical 
centre  of  the  lens,  and  lines  also  from  A and  B parallel 
to  the  axis;  after  passing  through  the  lens  they 
diverge  and  have  the  appearance  of  coming  from  a h, 
which  is  therefore  the  virtual  image  of  A b. 

A real  image  can  be  projected  on  to  a screen,  but  a 
virtual  one  can  only  be  seen  by  looking  through  the 
lens. 
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CHAPTER  II 

EEFEACTION,  ACCOMMODATION.  CONVERGENCE 

The  eye  may  be  looked  upon  as  an  optical  instru- 
ment, a sort  of  photographic  camera,  designed  to  pro- 
duce by  means  of  its  refracting  system  a small  and 
inverted  picture  of  surrounding  objects  upon  the 
retina;  the  stimulation  produced  by  this  picture  on 
the  retina  is  conveyed  through  the  optic  nerve  to  the 
ganglion  cells  of  the  cortex,  that  part  known  as  the 
optical  area ; this  excitation  of  the  ganglion  cells 
becomes  sensation,  and  thus  it  is  here  that  the  object 
seen  comes  within  the  domain  of  consciousness, 
and  the  brain  interprets  the  retinal  impressions 
transmitted  to  it.  Immediately  behind  the  trans- 
parent retina  is  a layer  of  pigment,  which  absorbs 
some  of  the  rays  of  light  as  soon  as  the  image  is 
formed ; were  this  not  so  the  rays  would  be  reflected 
to  other  parts  of  the  retina,  and  cause  much  dazzling, 
considerably  interfering  with  vision ; this  is  the  case 
in  those  persons  who  have  a congenital  absence  of 
pigment,  and  who  are  known  as  albinos. 

The  refracting  system  of  the  eye  is  so  arranged, 
that  very  little  spherical  or  chromatic  aberration 
takes  place,  as  is  the  case  with  ordinary  optical  in- 
struments. 

For  distinct  and  accurate  binocular  vision  the  fol- 
lowing conditions  are  necessary ; 
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1.  That  a well-defined  inverted  image  be  formed 
on  the  layer  of  rods  and  cones  at  the  yellow  spot  of 
each  eye. 

2.  That  the  impression  there  received  be  conveyed 
to  the  brain. 

In  a work  of  this  character  the  first  of  these  condi- 
tions alone  concerns  us,  and  for  the  carrying  out  of 
this — the  media  being  transparent — three  important 
factors  call  for  a separate  description,  viz. 

Eefraction. 

Accommodation, 

Convergence. 

Refraction. — This  term  is  used  to  express  the  optical 
condition  of  the  eye  in  a state  of  rest.  There  are 
three  refracting  surfaces  in  the  eye — the  anterior  sur- 
face of  the  cornea,  the  anterior  surface  of  the  lens, 
and  the  anterior  surface  of  the  vitreous ; and  three 
refracting  media — the  aqueous,  the  lens,  and  the 
vitreous.  These  together  make  up  the  dioptric 
system,  and  may  for  the  sake  of  simplicity  be  looked 
upon  as  equal  to  a convex  lens  of  about  23  mm.  focus. 
What  was  said  about  convex  lenses  applies  equally  to 
the  eye  as  an  optical  instrument. 

A ray  of  light  falling  on  the  cornea  does  not,  how- 
ever, follow  the  simple  dii’ection  we  might  imagine 
when  considering  the  eye  merely  as  a lens  of  23  mm. 
focus : the  eye  must  be  looked  upon  as  a compound 
refracting  system,  composed  of  a spherical  surface  and 
a biconvex  lens.  To  enable  us  to  understand  the 
course  of  a ray  of  light  through  the  eye,  it  is  necessary 
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to  be  acquainted  with  the  cardinal  points  of  this  com- 
pound system.  Too  much  space  would  be  occupied 
to  explain  how  the  position  of  these  points  is  arrived 
atj  but  it  suffices  to  say  that,  having  first  found  the 
cardinal  points  of  the  cornea  and  then  those  of  the 
lens,  the  cardinal  points  of  the  eye  will  be  the  result 
of  these  two  systems  together. 

The  cardinal  points  of  the  eye  are  six  in  numben 
two  principal  points,  two  nodal  points,  and  two  prin- 
cipal foci. 

FiO.  24. 


In  the  above  diagram  of  the  emmetropic  eye  the 
cardinal  points  of  this  compound  system  are  shown, 
all  situated  on  the  optic  axis  (f  a)  : at  b are  two  prin- 
cipal points  situated  so  closely  together  in  the  anterior 
chamber  that  they  may  conveniently  be  looked  upon 
as  one  point;  at  N are  two  nodal  points,  also  close 
together, — for  simplicity  we  shall  consider  them  as 
one  point;  at  p is  the  first  principal  focus,  at  a the 
second  principal  focus.  We  then  have  the  following : 
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0,  the  cornea ; l,  the  lens ; the  macula ; o,  the  optic 
nerve  j p a,  the  optic  axis ; the  principal  point ; n, 
the  nodal  point ; h,  the  centre  of  rotation  of  the  eye, 
9'8  mm.  in  front  of  the  retina ; A,  the  second  principal 
focus ; and  f,  the  first  principal  focus. 

The  nodal  points  correspond  nearly  to  the  optical 
centre  of  the  refracting  system,  the  axis  ray  passing 
through  these  points  is  not  refracted ; every  ray 
directed  to  the  first  nodal  point  appears  after  refrac- 
tion to  come  from  the  second  point,  and  continues  in 
the  same  direction  to  that  which  it  first  had : the 
nodal  points  in  the  eye  are  situated  about  7 mm. 
behind  the  cornea  (Fig.  24,  n). 

The  principal  points. — When  an  incident  ray  passes 
through  the  first  principal  point,  the  corresponding 
emergent  ray  passes  through  the  second  principal 
point,  but  the  incident  and  emergent  rays  are  not 
parallel ; the  principal  points  are  situated  about  2 mm. 
behind  the  cornea  (Fig.  24,  b). 

The  first  principal  focus  is  that  point  on  the  axis 
where  rays  parallel  in  the  vitreous  meet ; this  point  is 
about  13’7  mm.  in  front  of  the  cornea  (Fig.  24,  p). 

A vertical  line  passing  through  this  point  is  called 
the  first  principal  plane. 

The  second  principal  focus  is  that  point  on  the  axis 
where  parallel  rays  meet  after  passing  through  the 
eye,  22’8  mm.  behind  the  cornea  (Fig.  24,  a). 

A vertical  line  passing  through  this  point  is  called 
the  second  principal  plane. 

A luminous  point  placed  above  the  principal  axis 
has  its  image  formed  on  the  retina  below  this  axis  ; and 
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inversely,  the  image  of  a point  below  the  principal 
axis  will  be  formed  above  it.  If  we  replace  these 
two  points  by  an  object  the  same  thing  occurs,  and  we 
get  an  inverted  image  (Fig-  25)  : it  is  essential  that 
the  method  of  formation  of  these  inverted  images  be 
thoroughly  understood. 

From  every  point  of  an  object  ABC  proceed  diver- 
gent rays.  Some  of  those  rays  coming  from  A,  pass 
through  the  pupil,  and  being  refracted  by  the  dioptric 
system,  come  to  a focus  on  the  retina  at  a;  some 
coming  from  b,  focus  at  h,  and  some  from  c at  c.  In 

Fig.  25. 


the  same  way  rays  come  from  every  part  of  the  object 
as  divergent  rays,  and  are  brought  to  a focus  on  the 
retina ; so  that  the  retina,  being  exactly  at  the  focal 
distance  of  the  refracting  system,  receives  a well- 
defined  inverted  image. 

Much  has  been  said  and  written  as  to  why  images 
which  are  formed  in  an  inverted  position  on  the  retina 
should  be  seen  upright,  and  all  sorts  of  ingenious 
explanations  have  from  time  to  time  been  given.  The 
whole  thing  is  entirely  a matter  of  education  and  ex- 
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perience,  which  is  supplemented  and  corroborated  by 
the  sense  of  touch.  We  have  no  direct  cognizance  of 
the  image  on  the  retina,  nor  of  the  position  of  its 
different  parts^  but  only  of  the  stimulation  of  the 
retina  produced  by  the  image;  this  stimulation  is 
conducted  by  the  optic  nerve  to  the  brain^  producing 
there  certain  molecular  changes.  We  do  not  actually 
see  the  retinal  image^  but  the  eye  receives  the  rays 
emanating  from  the  object  looked  atj  and  we  refer  the 
sensation  in  the  direction  of  these  rays ; thus,  if  an 
image  is  formed  on  the  upper  part  of  our  retina,  we 
refer  the  sensation  downwards  from  which  the  rays 
must  have  come. 

The  great  advantage  of  inverted  images  is,  that  for 
a given-sized  pupil  a much  larger  retinal  picture  can 
be  formed  than  would  be  the  case  if  no  inversion 
took  place;  for  in  the  latter  case  all  images  must 
necessarily  occupy  a smaller  space  on  the  retina  than 
the  size  of  the  pupil. 

The  refraction  of  the  eye  is  said  to  be  normal  when 
parallel  rays  are  united  exactly  on  the  layer  of  rods 
and  cones  of  the  retina ; in  other  words,  when  the 
retina  is  situated  exactly  at  the  principal  focal  dis- 
tance of  the  refracting  system  of  the  eye.  This 
condition  is  called  emmetropia  {tfi,  within ; fiirpov, 
measure;  w\P,  the  eye)  (Fig.  26,  a).  If  parallel  rays 
are  focussed  behind  or  in  front  of  the  retina,  then  the 
term  ametropia  (a,  priv. ; /lirpov,  measure ; w\p,  the 
eye)  is  used,  and  of  this  there  are  two  opposite 
varieties : 

Hypermetropia,  when  the  eyeball  is  so  short  that 
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parallel  rays  are  brouglit  to  a focus  behind  the  retina 
(Fig.  26,  b). 

Fia.  26. 


A.  Emmetropic  eye.  B.  Hypermetropic  eye.  o.  Myopic  eye. 

Myopia,  when  the  eyeball  is  too  long,  so  that  parallel 
rays  focus  in  front  of  the  retina  (Fig.  26,  c) . 

Emmetropia  in  a strict  mathematical  sense  is  very 
rare. 

If  we  represent  the  eye  by  a biconvex  lens,  and  the 
retina  by  a screen ; then  it  will  correspond  to  emme- 
tropia when  the  screen  is  situated  at  the  principal 
focus  of  the  lens,  as  e.  Fig.  27 ; we  represent  hyper- 
metropia  (h)  by  bringing  forward  the  screen,  and 
myopia  (m)  by  moving  it  further  away  from  the  lens. 

In  all  eyes,  vision  ranges  from  the  far  point  or 
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punctum  rernotum  (which  in  the  emmetropic  eye  is  at 
infinity)  to  the  near  point  or  punctum  proximum. 


Fiu.  27. 


Convex  lens  of  23  mm.  focus.  Pariillel  rays  focus  at  b 
(emmetropia)  on  the  screen,  forming  a well-defined  image 
of  the  object  from  which  rays  come;  at  H (hypermetropia) 
they  form  a diffusion  patch  instead  of  an  image.  M (my- 
opia), also  a diffusion  patch,  the  rays  having  crossed  and 
become  divergent. 

The  near  point  varies  in  the  normal  eye  according 
to  the  amount  of  the  accommodation,  receding  gradu- 
ally as  age  advances;  when  it  has  receded  beyond 
22  cm.  (which  usually  occurs  in  the  emmetropic  eye 
about  the  age  of  forty-five)  the  condition  is  spoken  of 
as  presbyopia. 

Infinity  is  any  distance  beyond  six  metres,  the  rays 
coming  from  a point  at  or  beyond  that  distance  being 
parallel  or  almost  so. 

The  emmetropic  eye,  therefore,  has  its  far  point,  or 
punctum  rernotum,  situated  at  infinity ; the  hyperme- 
tropic eye  has  its  punctum  rernotum  beyond  infinity, 
and  the  myopic  eye  has  its  punctum  rernotum  at  a 
finite  distance. 

Generally  the  two  eyes  are  similar  in  their  refrac- 
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tion,  though  sometimes  there  is  a very  great  difference. 
One  eye  may  be  hypermetropic^  the  other  myopic; 
or  one  emmetropic,  the  other  ametropic.  Anisome- 
tropia is  the  term  used  when  the  two  eyes  thus  vary 
in  their  refraction. 

There  may  be  differences  also  in  the  refraction  of 
the  different  meridians  of  the  same  eye — astigmatism. 

In  all  forms  of  ametropia  the  acuteness  of  vision  is 
liable  to  be  diminished.  The  visual  acuteness  usually 
decreases  slightly  as  age  advances,  without  any  dis- 
ease. 

The  visual  acuteness  refers  always  to  central  vision. 
The  yellow  spot  is  the  most  sensitive  part  of  the  retina, 
and  the  sensibility  diminishes  rapidly  towards  the 
periphery.  The  acuteness  is  measured  by  the  size  of 
the  visual  angle,  that  is  the  angle  formed  at  the  pos- 
terior nodal  point,  which  point  closely  coincides  with 
the  posterior  surface  of  the  lens,  and  is  about  15  mm- 
in  front  of  the  yellow  spot. 

In  Fig.  28,  let  c d be  an  object  for  which  the  eye  is 

Fig.  28. 


accommodated.  The  lines  c c,  n d,  drawn  from  the 
extremities  of  the  object,  cross  at  the  nodal  point  N. 
The  angle  c N d will  be  the  visual  angle  under  which 
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the  object  c d is  seen.  The  size  of  the  angle  depends 
upon  the  distance  of  the  object  as  well  as  upon  its 
magnitude^  and  the  size  of  the  image  thus  formed  on 
the  retina  will  also  depend  upon  the  antero-posterior 
length  of  the  eyeball. 

Thus  an  object  A which  is  as  large  as  c but 
nearer  to  the  eye,  will  be  seen  under  a larger  angle, 
the  angle  A N b being  greater  than  the  angle  c N d.  It 
is  also  clear  that  the  image  formed  on  the  retina  will 
be  smaller  at  1,  when  the  antero-posterior  diameter  of 
the  eye  is  less,  as  in  hyperme/z/opia,  than  it  is  at  2 in 
emmetropia,  and  that  it  will  bf)  larger  in  myopia,  as 
at  3,  where  the  eyeball  is  elongated.  It  is,  therefore, 
easy  to  understand  that  a patient  may  be  able  to  read 
the  smallest  type  and  still  have  some  defect  of  refrac- 
tion, unless  the  type  be  read  at  its  proper  distance 
(see  Fig.  35). 

It  is  by  the  unconscious  comparison  of  things 
of  known  size,  and  the  amount  of  accommodation 
brought  into  play,  that  we  are  able  to  estimate  the 
distance  of  objects,  and  not  by  the  visual  angle  alone. 

Objects  must  therefore  be  of  a certain  size,  and  it 
has  been  proved  that  to  enable  us  to  see  a complex 
figure  like  a letter  distinctly,  each  part  of  the  figure 
must  be  separated  from  the  other  parts  by  an  interval 
equal  to  not  less  than  the  arc  subtending  an  angle  of 
1'  at  the  nodal  point. 

It  has  been  shown  (Fig.  26,  b)  that  in  the 
hypermetropic  eye  in  a state  of  rest,  parallel  rays  are 
brought  to  a focus  behind  the  retina,  so  that  instead 
of  a clear,  well-defined  image,  we  get  a circle  of  dif- 
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fusion.  Convex  glasses  render  parallel  rays  passing 
througli  tKem  convergent,  so  that  by  placing  a lens 
of  the  right  strength  in  front  of  the  hyperme- 
tropic eye,  we  bring  forward  its  focus  on  to  the  retina. 

In  myopia  (Fig.  26,  c)  the  focus  for  parallel  rays 
is  in  front  of  the  retina;  concave  glasses  render 
parallel  rays  passing  through  them  divergent,  so  that 
the  proper  concave  glass  will  carry  back  the  focus  on 
to  the  retina. 

Lenses. — The  lenses  used  for  estimating  the  visual 
acuteness  consist  of  two  kinds,  spherical  and  cylin- 
drical. Spherical  lenses  were  until  recently  numbered 
according  to  their  radii  of  curvature,  which  was 
considered  as  equal  to  their  focal  length  in  inches, 
a glass  of  1-inch  focus  being  taken  as  a standard.  To 
this  plan  there  were  several  objections.  The  standard 
glass  being  a strong  one,  weaker  glasses  had  to  be  ex- 
pressed in  fractions.  Thus  a glass  of  4-inch  focus  was 
one  fourth  the  strength  of  the  standard  1 inch,  and  was 
expressed  as  In  addition  to  the  trouble  and  incon- 
venience of  working  with  fractions,  the  intervals 
between  the  lenses  were  most  irregular,  and,  moreover, 
the  inches  of  different  countries  vary.  At  the  Oph- 
thalmological  Congress  in  1872  it  was  decided  to  adopt 
a metrical  scale  of  measurement.  A lens  of  1-metre 
focus  is  taken  as  the  unit,  and  is  called  a dioptre;  a weak 
instead  of  a strong  glass  therefore  becoming  the  unit, 
a lens  of  two  dioptres  is  twice  the  strength  of  the 
former,  and  has  a focal  length  of  half  a metre.  Thus 
each  lens  is  numbered  according  to  its  refracting 
power,  and  not,  as  in  the  old  system,  according  to  its 
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focal  length ; bo  that  we  have  a series  composed  of 
equidistant  terms.  The  numbers  1 to  20  indicate  the 
uniformly  increasing  power  of  the  glasses. 

The  focal  length  of  a lens  is  not  expressed  in  the 
dioptric  measurement ; we  have  only  to  remember  that 
it  is  the  inverse  of  the  refracting  power,  so  that  by 
dividing  100  cm.  by  the  number  of  the  lens  we  obtain 
its  focal  length  in  centimetres  : for  example,  if  the 
strength  of  the  lens  be  2 D.,  then  the  focal  length  will 
be  50  cm. ; if  10  D.,  then  10  cm. 

The  intervals  between  dioptres  is  somewhat  large, 
so  that  decimals,  '25,  '50,  '75  of  a dioptre,  are  intro- 
duced j these  work  easily. 

Convex  glasses  magnify,  and  concave  ones  diminish 
the  size  of  objects. 

The  cylindrical  lens  still  remains  to  be  mentioned ; 
it  consists  of  a lens  one  surface  of  which  is  usually 
plane  while  the  other  is  the  segment  of  a cylinder, 
and  may  be  either  convex  or  concave : if  a convex 
cylinder  be  held  vertically,  the  vertical  meridian  will 
be  plane,  exercising  no  influence  on  rays  passing 
through  it  in  that  meridian;  while  the  horizontal 
meridian  will  be  convex,  and  will  act  as  such  on  rays 
passing  through  it.  The  axis  of  the  cylinders  is 
usually  indicated  by  a portion  of  the  lens  on  each 
side  being  ground  parallel  to  its  axis. 

Accommodation. — In  the  normal  eye,  in  a condition 
of  complete  repose,  parallel  rays  come  to  a focus 
exactly  on  the  rods  and  cones  of  the  retina,  and  the 
object  from  which  the  rays  come  is  therefore  seen 
distinctly. 
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Rays  from  a near  object  proceed  in  a divergent 
direction^  and  come  to  a focus  behind  the  retina  j the 
object  would  not  then  be  clearly  seen  unless  the  eye 
possessed  within  itself  the  power  of  bringing  rays 
which  are  more  or  less  divergent  into  union  on  the 
retina. 

This  power  of  altering  the  focus  of  the  eye  is  called 
accommodation,  and  is  due  to  an  alteration  in  the  form 
of  the  lens.  That  the  eye  possesses  this  power  can 
easily  be  proved  in  many  waySj  apart  from  the  con- 
scious muscular  effort;  perhaps  as  simple  a way  as 
any  to  demonstrate  it  to  one^s  self  is  to  look  through 
a net  held  a short  distance  off  at  some  distant  object. 
Either  the  net  or  the  object  can  be  seen  distinctly, 
but  not  both  at  once  If  the  meshes  of  the  net  be 
looked  at,  then  the  distant  object  becomes  indistinct, 
and  on  looking  at  the  object  the  meshes  become  con- 
fused. 

Accommodation,  therefore,  increases  the  refraction 
of  the  eye,  and  adapts  it  to  near  objects.  The  changes 
which  take  place  in  the  lens  during  accommodation 
are — 

1st.  The  anterior  surface  becomes  more  convex  and 
approaches  the  cornea. 

2nd.  The  posterior  surface  becomes  slightly  more 
convex,  but  remains  the  same  distance  from  the  cornea. 
That  these  changes  take  place  may  be  proved  in 
the  following  manner A lighted  candle,  or  other 
convenient  object,  being  held  on  one  side  of  the  eye, 
so  as  to  form  an  angle  of  30°  with  its  visual  axis,  an 
observer  looking  into  the  eye  from  a corresponding 
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position  on  the  other  side,  will  see  three  images  of 
the  flame : the  first  upright,  formed  by  the  cornea ; 
the  second  larger,  upright,  and  formed  by  the  anterior 
surface  of  the  lens;  the  third  smaller  and  inverted, 
formed  by  the  posterior  surface  of  the  lens.  When 
accommodation  is  put  in  force,  images  one  and  three 
remain  unchanged  in  shape  and  position;  image  two, 
which  is  that  formed  by  the  anterior  surface  of  the 
lens,  becomes  smaller,  more  distinct,  and  approaches 
image  one,  proving  that  this  surface  of  the  lens  has 
become  more  convex  and  has  approached  the  cornea. 
In  an  emmetropic  eye  adapted  for  infinity,  it  has  been 
proved  that  the  radius  of  curvature  of  the  anterior 
surface  of  the  lens  is  10  mm.;  when  accommodated 
for  an  object  13'5  cm.  off  it  is  changed  to  6 mm. 

During  accommodation  the  pupil  becomes  smaller, 
the  central  part  of  the  iris  advances,  while  the  peri- 
pheral part  slightly  recedes. 

The  alteration  in  the  shape  of  the  lens  is  due  to 
the  contraction  of  the  ciliary  muscle,  which  draws 
forward  the  choroid,  thereby  relaxing  the  suspensory 
ligament,  and  allowing  the  elasticity  of  the  lens  to 
come  into  play.  This  elasticity  is  due  to  the  peculiar 
watch-spring  arrangement  of  the  lens  fibres. 

When  the  ciliary  muscle  is  relaxed,  the  suspensory 
ligament  returns  to  its  former  state  of  tension,  and  so 
tightens  the  anterior  part  of  the  capsule,  flattening 
the  front  surface  of  the  lens.* 


• Another  theory  of  Hocommodation  is  Tscherning's,  whose  experi- 
ments have  led  him  to  believe  that  when  the  ciliary  muscle  contracts 
it  increases  the  tension  of  the  zonula,  and  alters  the  lens  surface  from 
a spherical  to  a hyperboloid  form. 
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When  the  muscle  is  relaxed  to  its  uttermost,  the 
lens  has  assumed  its  least  convexity,  and  the  eye  is 
then  adapted  for  its  far  point  {punctum  remotum)  (?•). 

In  this  condition  the  eye  is  spoken  of  as  being  in  a 
state  of  complete  repose. 

In  the  emmetropic  eye  the  punctum  remotum  is 
situated  at  infinity. 

Pro.  29. 


Diagram  of  lens,  cornea,  Ac.  The  right  half  is  represented 
as  in  a state  of  accommodation,  the  left  half  at  rest. 

A.  The  anterior  chamber,  o.  The  cornea,  l.  The  lens. 

T.  The  vitreons  humour,  i.  The  iris.  m.  Ciliary  muscle. 

When  the  ciliary  muscle  has  contracted  as  much  as 
it  can,  the  lens  has  assumed  its  greatest  convexity, 
and  its  maximum  amount  of  accommodation  is  in 
force.  The  eye  is  now  adapted  for  the  nearest  point 
which  can  be  seen  distinctly;  this  is  called  the  pimctum 
proximum  (p). 

The  position  of  the  punctum  proximum  can  be 
determined  in  several  ways ; the  ordinary  plan  is  to 
place  in  the  patient’s  hand  the  small  test  type,  and 
note  the  shortest  distance  at  which  he  can  read  No.  1 
with  each  eye  separately.  Or  we  may  measure  its  posi- 
tion with  the  wire  ontometer,  which  consists  of  a steel 
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frame  crossed  by  thin  vertical  wires ; this  is  supported 
in  a handle  to  which  a tape  measure  is  attached;  the 
tape  is  placed  against  the  temple,  and  held  there  while 
the  frame  is  made  gradually  to  recede  from  the 
patient’s  eye  we  are  examining,  stopping  as  soon  as 
the  wires  become  distinct,  and  reading  ofE  the  number 
of  centimetres  on  the  measure.  Another  excellent 
plan  by  which  to  find  the  position  of  the  punctum 
proximum  is  that  of  Scheiner : close  in  front  of  the 
eye  we  wish  to  examine  is  placed  a card  pierced  with 
two  small  pinholes,  which  must  not  be  further  apart 
than  the  diameter  of  the  pupil;  through  these  two 
holes  the  patient  is  directed  to  look  at  a pm  held 
about  one  metre  away  (the  other  eye  m of  course  ex- 
cluded from  vision  during  the  experiment) ; the  pm 
will  be  clearly  and  distinctly  seen.  We  then  gradually 
approach  it  to  the  eye  : at  a certain  place  it  will  be- 
come double;  the  point  at  which  the  pm  ceases  to 
appear  single  will  be  the  punctum  proximum. 

In  rig.  30  the  biconvex  lens  l represents  the  eye. 

Fig.  30. 


P the  perforated  card,  p the  pin,  E e'  the  two  sets  of 
rays  from  p,  which  focus  exactly  at  b,  the  retina,  it, 
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however,  the  pin  be  brought  nearer,  so  that  the  accom- 
modation is  unable  to  focus  the  two  sets  of  rays,  they 
will  form,  instead  of  one,  two  images  of  the  pin  on  the 
retina  as  at  a.  These  will  be  projected  outwards  as 
crossed  images. 

The  space  between  the  punctum  remotum  and  the 
punctum  proximum  is  called  the  range  of  accommoda- 
tion. 

The  force  necessary  to  change  the  eye  from  its 
punctum  remotum  to  its  punctum  proximum  is  styled 
the  amplitude  of  accommodation.  The  amplitude  of 
accommodation,  therefore,  is  equal  to  the  difference 
between  the  refracting  power  of  the  eye  when  in  a 
state  of  complete  repose,  and  when  its  maximum 
amount  of  accommodation  is  in  force,  and  may  be  ex- 
pressed by  the  formula 

a = p — r. 

A convex  glass  placed  in  front  of  the  eye  produces 
the  same  effect  as  accommodation,  i.  e.  it  increases  its 
refraction  and  adapts  the  eye  for  nearer  objects.  We 
can  easily  understand  that  the  lens  which  enables  an 
eye  to  see  at  its  near  point  without  accommodating 
is  a measure  of  the  amplitude  of  accommodation, 
giving  to  rays  which  come  from  the  near  point  a 
direction  as  if  they  came  from  the  far  point. 

The  amplitude  of  accommodation  is  much  the  same 
in  every  kind  of  refraction.  If  we  wish  to  measure 
it  in  an  emmetrope,  we  have  merely  to  find  the  nearest 
point  at  which  the  patient  can  read  small  print.  A 
lens  whose  focal  distance  corresponds  to  this  is  a 
measure  of  the  amplitude  of  accommodation.  Thus, 
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supposing  20  cm.  the  nearest  distance  at  which  he 
is  able  to  read  small  prints  we  divide  this  into  100  cm. 
to  find  the  focal  distance  of  the  lens  = 5 D.); 
and  in  this  case  a lens  of  5 D.  is  the  measure  of  the 
amplitude  of  accommodation. 

Or  we  can  measure  it  in  an  inverse  manner  by 
looking  at  a distant  object  through  a concave  glass; 
the  strongest  with  which  we  can  see  this  distant 
object  distinctly  is  the  amplitude  of  accommodation^ 
the  concave  lens  giving  to  parallel  rays  coming  from 
the  distant  object  such  an  amount  of  divergence  as 
if  they  came  from  a point  situated  at  the  principal 
focal  distance  of  this  glass. 

Therefore  the  amplitude  of  accommodation  in 
emmetropia  is  equal  to  the  refraction  when  adapted 
to  its  punctum  proximum^  and  may  be  expressed  by 
the  formula 

a = p — CO* 
or  a = p — 0 
or  a = p 

The  Accommodation  of  Etjpermetropes. — A hyper- 
metrope  requires  some  of  his  accommodation  for  dis- 
tant objects ; we  must  therefore,  in  order  to  find  the 
amplitude  of  accommodation  in  his  case,  add  on  to 
the  lens  whose  focal  length  equals  the  distance  of  the 
near  point,  that  convex  lens  which  enables  him  to  see 
distant  objects  without  his  accommodation,  and  we 
express  it  by  the  formula 

a = p — r)  = p + r. 

Thus,  to  take  an  example,  we  will  assume  the 

• is  the  sign  for  expressing  infii'ily. 


AMPLITUDE  OP  ACCOMMODATION 


39 


patient’s  near  point  to  be  25  cm.  — 4 D.),  and 
that  he  has  to  use  4 D.  of  accommodation  for  distant 
objects;  then  the  amplitude  of  his  accommodation 
would  be  4 D.  + 4 D.  = 8 D. 

a = 4>  D.  — (—4  D.)  = 8 D. 

The  Accommodation  of  Myopes. — In  a myope  we 
have  to  subtract  the  glass  which  enables  him  to  see 
clearly  distant  objects,  from  that  whose  focal  length 
equals  the  distance  of  the  near  point.  The  formula 
will  then  be 

a = p — r. 

Thus,  to  find  the  amplitude  of  accommodation  in  a 
myope  of  2 D.,  the  near  point  being  at  10  cm.,  we 
subtract  from  = 10)  10  D.  the  amount  of  the 
myopia,  2 D.,  and  the  resulting  8 D.  is  therefore  the 
amplitude  of  accommodation. 

a = 10  D.  — 2 D.  = 8D. 

Hence  it  is  obvious  that,  with  the  same  amplitude 
of  accommodation,  the  near  point  is  further  away  in 
hypermetropia  than  in  emmetropia,  and  further  in 
emmetropia  than  in  myopia.  Thus  an  emmetrope, 
with  an  amplitude  of  accommodation  of  5 D.,  would 
have  his  near  point  at  ( = 20)  20  cm. ; a hyper- 
metrope  of  2 D.,  whose  amplitude  equalled  5 D.,  would 
require  to  use  2 D.  of  his  accommodation  for  distance, 
leaving  him  3 D.,  which  would  bring  his  near  point  to 
(^-  = 33)  33  cm.;  and  a myope  of  2 D.,  who  would 
require  a concave  glass  of  this  strength  to  enable  him 
to  see  at  a distance,  would  have  a near  point  of  14  cm. 
(1^  = 14)  with  the  same  amplitude. 


40 


THE  REFRACTION  OP  THE  EYE 


Accommodation  is  spoken  of  as  absolute,  binocular, 
and  relative. 

Absolute  is  tbe  amount  of  accommodation  wbicb 
one  eye  can  exert  when  tbe  other  is  excluded  fi-om 
vision. 

Binocular,  that  which  the  two  eyes  can  exert  to- 
gether, being  allowed  at  the  same  time  to  converge. 

Relative,  that  which  the  two  eyes  can  exert  to- 
gether for  any  given  convergence  of  the  visual  bnes. 

Fig.  31. 

Dioptres. 


Diagram  showing  bj'  the  number  of  squares  through  which 
the  tliick  lines  pass,  the  amplitude  of  accommodation  at 
different  ages  in  emraetropia.  The  figures  above  represent 
the  amount  of  accommodation ; those  below,  the  near 
point;  and  those  on  the  left,  the  age  of  the  individual. 

Fig.  31  diagrammatically  represents  the  amplitude 
of  accommodation  in  emmetropia. 

As  age  advances  the  elasticity  of  the  lens  dimin- 
ishes, the  accommodation  therefore  becomes  less,  and 
the  near  point  gradually  recedes.  These  changes 
commence  at  a very  early  age,  long  before  the  indi- 
vidual has  come  to  maturity. 
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Tlio  following  table  gives  tbe  amplitude  of  accom- 
modation at  different  ages  as  shown  in  Fig.  89, 

p.  188. 


Years. 

10 

• 

• 

Amplitude  of  accommodation 

. 14  D. 

15 

• 

. 12  D. 

20 

. 10  D. 

30 

. 7 D. 

40 

. 4-5  D. 

50 

. 2-5  D. 

60 

. 1 D. 

75 

0 

Convergence. — This  is  the  remaining  element  of  dis- 
tinct binocular  vision,  and  with  this  function  the 
accommodation  is  very  intimately  linked,  so  that 
usually  for  every  increase  of  the  convergence  a certain 
increase  in  the  accommodation  takes  place. 

Convergence  is  the  power  of  directing  the  visual 
axes  of  the  two  eyes  to  a point  nearer  than  infinity, 
and  is  brought  about  by  the  action  of  the  internal 
recti  muscles. 

When  the  eyes  are  completely  at  rest,  the  optic  axes 
are  either  parallel,  or  more  usually  slightly  divergent. 
The  angle  thus  formed  between  the  visual  and  the 
optic  axis  is  called  the  angle  a,  and  varies  according 
to  the  refraction  of  the  eye.  In  emmetropia  the  angle 
is  usually  about  5°;  in  hypermetropia  it  is  greater, 
sometimes  as  much  as  7°  or  8°,  giving  to  the  eyes  an 
appearance  of  divergence;  in  myopia  the  angle  is 
less,  often  about  2°,  or  the  optic  axis  may,  even  in 
extreme  case.s,  fall  on  the  inside  of  the  visual  axis. 
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when  the  angle  a is  spoken  of  as  negative  (p.  203) ; 
so  that  in  myopia  there  is  frequently  an  appearance 
of  convergence^  giving  one  the  idea  of  a convergent 
squint ; hence  the  mere  look  of  the  patient’s  eyes 
with  regard  to  their  axes  is  not  always  quite  reliable. 

The  object  of  convergence  is  the  directing  of  the 
yellow  spot  in  each  eye  towards  the  same  point,  so  as 
to  produce  singleness  of  vision;  diplopia,  or  double 
vision,  at  once  results  when  the  image  of  an  object 
is  formed  on  parts  of  the  retina  which  do  not  exactly 
correspond  in  the  two  eyes. 

To  test  the  power  of  convergence  prisms  are  held 
with  their  bases  outwards.  The  strongest  prism 
which  it  is  possible  to  overcome,  that  is  the  prism 
which  does  not  produce  diplopia  on  looking  through 
it  at  a distant  object,  is  the  measure  of  the  converg- 
ence, and  varies  in  different  persons,  usually  between 
prisms  of  20°  and  30°,  divided  between  the  two  eyes. 
This  is  the  relative  convergence  for  infinity. 

In  considering  convergence  we  have  not  only  to 
bear  in  mind  the  condition  of  the  internal  recti 
muscles,  but  also  the  state  of  equilibrium  produced 
by  them  and  the  action  of  their  antagonists — the 
external  recti. 

The  nearer  the  object  looked  at,  the  more  we  have 
to  converge,  and  the  greater  the  amount  of  accom- 
modation brought  into  play.  Hence,  on  converging 
to  any  particular  point,  we  usually  also  involuntarily 
accommodate  for  that  point,  the  internal  recti  and 
ciliary  muscles  acting  in  unison. 

Nagel  has  proposed  a very  simple  and  convenient 
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Fig.  32. 
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plan,  by  which  we  may  express  the  convergence  in 
metres,  calling  the  angle  formed  by  the  visual  and 
median  lines,  as  at  m',  the  metrical  angle.  In  Pig.  32 
E,  e'  represent  the  centres  of  rotation  for  the  two  eyes ; 
E H e'  is  the  base  line  between  the  centres.  Wlien 
the  eyes  are  fixed  on  some  distant  object,  the  visual 
lines  are  parallel  or  almost  so,  as  E A,  e'  a'j  the 
ang]£  of  convergence  is  then  at  its  minimum,  and 
the  convergence  is  said  to  be  adapted  for  its 
punctum  remotum  j this  then,  being  at  infinity,  is 
expressed  C*  = co  . 

If  the  eyes  be  directed  to  an  object  one  metre 
away,  the  metrical  angle  e m'  H equals  one,  i.e.  0=1. 
If  the  object  is  50  cm.  off,  then  0 = 2;  if  10  cm., 
then  = 10)  0 = 10.  If  the  object  had  been  be- 
yond 1 metre  (our  unit),  but  not  at  infinity,  say  4 
metres,  then  0 = 

When  the  visual  lines,  instead  of  being  parallel, 
diverge,  then  the  punctum  remotum  is  found  by  con- 
tinuing these  lines  backwards  till  they  meet  at  c, 
behind  the  eye;  the  convergence  is  then  spoken  of 
as  negative. 

When  the  eyes  are  directed  to  the  nearest  point  at 
which  they  can  see  distinctly,  say  at  m'",  the  angle  of 
convergence  is  at  its  maximum,  and  it  is  said  to  be 
adapted  for  its  punchm  proximum. 

The  distance  between  the  punctum  proximum  and 
the  punctum  remotum  is  the  range  of  convergence. 

The  amplitude  of  convergence  is  the  whole  converg- 


* C is  the  sign  for  convergence. 
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ence  that  can  be  put  in  force,  and  we  express  it  bj 
the  formula 

c = p — r. 

The  punctum  remotum  of  convergence  is  seldom 
situated  at  a finite  distance : sometimes  it  is  exactly 
at  infinity,  but  in  the  majority  of  cases  it  is  situated 
beyond  infinity,  i.  e.  the  visual  lines  diverge  slightly. 
In  order  to  measure  this  divergence,  and  so  obtain 
the  punctum  remotum  of  convergence,  we  place  before 
the  eyes  prisms  with  their  bases  inwards  (abducting 
prisms),  and  the  strongest  through  which  the  person 
is  still  able  to  see  singly  is  the  measure  of  the  nega- 
tive convergence. 

Prisms  are  numbered  in  degrees  according  to  the 
angle  of  the  prism.  The  deviation  produced  by  a 
prism  is  equal  to  half  its  angle;  thus  prism  8 will 
produce  a deviation  of  the  eye  of  4°,  and  prism  20  a 
deviation  of  10°. 

When  a prism  is  placed  before  one  eye,  its  action 
is  equally  divided  between  the  two  eyes. 

To  take  an  example : if  an  abducting  prism  of  8° 
placed  before  one  eye  (or  what  is  the  same  thing,  4° 
before  each  eye)  be  found  to  be  the  strongest  through 
which  a distant  object  can  be  seen  singly,  then  each 
eye  in  our  example  has  made  a movement  of  diverg- 
ence equal  to  2°,  and  the  punctum  remotum  of  con- 
vergence in  this  case  is  therefore  negative,  and  is  ex- 
pressed — 2°.  By  referring  to  the  table  on  page  49 
it  will  be  seen  that  when  the  centres  of  rotation  of 
the  eyes  are  6‘4  cm.  apart,  then  the  metre  angle 
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equals  1°  50',  so  we  reduce  the  2°  to  metre  angles, 
thus : 


2°  120 

1°  50'  ~ no  - 


or  it  is  sufficient  to  remember  to  divide  the  prism 
placed  before  one  eye  by  seven ; thus  in  our  example 
we  should  divide  prism  8°  by  seven,  and  this  would 
give  us  approximately  the  same  result. 

Another  excellent  plan  for  finding  the  punctum 
remotum  of  convergence  is  by  Maddox’s  test,  which 
consists  of  a small  glass  rod  placed  behind  a stenopaic 
slit ; when  this  is  held  horizontally  before  the  right 
eye,  and  the  flame  of  a candle  viewed  from  a distance 
of  6 metres  with  both  eyes  open,  the  left  eye  receives 
the  image  of  the  flame,  while  the  right  receives  the 
image  which  is  drawn  out  by  the  rod  into  a long 
vertical  strip  of  light ; and  since  the  image  received 
by  the  two  eyes  is  very  different,  there  is  no  tendency 
to  fusion,  and  the  eyes  take  up  their  position  of  rest. 
A suitable  scale  placed  behind  the  candle  will  give  us 
the  amount  of  convergence  or  divergence  in  metre 
angles,  according  to  the  position  occupied  by  the 
streak  of  light  on  the  scale.  Should  the  patient  be  a 
myope  or  hypermetrope  he  should  wear  his  correction 
when  this  test  is  applied. 

To  find  the  punctum  proximum  of  convergence, 
nold  a prism,  base  outwards  (adducting  prism),  before 
one  eye,  and  the  strongest  which  can  be  so  employed 
without  producing  diplopia,  divided  between  the  two 
eyes,  gives  the  punctum  proximum  of  convergence  in 
degrees.  But  the  accommodation  must  be  stimulated 
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at  the  same  time  by  means  of  a concave  glass,  other- 
wise we  only  obtain  the  relative  punctum  proximum. 
This  can  be  reduced  to  metre  angles  as  before. 

Or  a simpler  plan  is  to  measure  it  with  Landolt’s 
ophthahno- dynamometer,  which  is  a small  instrument 
consisting  of  a black  metallic  cylinder,  a,  made  so  as 
to  fit  upon  a candle,  B.  The  cylinder  has  a vertical 
slit  ‘3  mm.  in  breadth,  covered  by  ground  glass : the 
candle  being  lighted,  this  slit  forms  a luminous  line. 

Pis.  33. 


and  will  serve  as  a fixation  object.  A tape  measure 
is  conveniently  attached,  being  graduated  in  centi- 
metres on  one  side,  and  on  the  other  in  the  corre- 
sponding numbers  of  metre  angles. 

To  find  the  punctum  proximum  of  convergence,  the 
measure  is  drawn  out  to  about  70  cm.,  its  case  being 
held  beside  one  of  the  eyes  of  the  patient,  while  the 
object  of  fixation  is  placed  in  the  median  line.  If  the 
illuminated  line  is  seen  singly,  by  pressing  the  knob 
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of  the  case  the  spring  rolls  up  the  tape,  and  the  fixa- 
tion object  is  brought  nearer  the  eye.  So  soon  as  the 
patient  commences  to  see  double,  the  nearest  point  of 
convergence  is  obtained,  and  the  maximum  of  con- 
vergence is  read  off  the  tape  in  metre  angles.  This 
experiment  should  be  repeated  several  times. 

In  a normal  case  the  minimum  of  convergence  is 
usually  about  — 1 m a,  the  maximum  9‘5  m a ; so  that 
the  amplitude  of  convergence  equals  10'5  m a. 

We  know  that  the  accommodation  increases  the 
nearer  the  object  approaches,  hence  we  see  that  both 
the  convergence  and  accommodation  increase  and 
decrease  together ; and  in  recording  the  convergence 
in  the  manner  proposed  by  Nagel,  it  will  be  seen  that 
in  the  emmetropic  eye  the  number  which  expresses 
the  metrical  angle  of  convergence  expresses  also  the 
state  of  refraction  for  the  same  point — this  is  a great 
advantage.  Thus,  when  looking  at  a distant  object, 
the  angle  of  convergence  is  at  infinity,  C = co  ; and 
the  refraction  is  also  at  infinity,  A = co  . When  the 
object  is  at  1 metre,  the  angle  of  convergence  = 1, 
and  the  amount  of  accommodation  put  into  play 
= 1 D.  When  the  object  is  at  25  cm.,  then  the  angle 
of  convergence  = 4,  and  the  amount  of  accommoda- 
tion = 4 D. 

The  amplitude  of  convergence  is  somewhat  greater 
than  the  amplitude  of  accommodation,  passing  it  both 
at  its  punctum  remotum  and  its  punctum  proximum. 

The  following  table  shows  the  angle  of  convergence 
in  degrees,  for  different  distances  of  the  object,  when 
the  eyes  are  6'4  cm.  apart : 
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Distance  of  the  object 
from  the  eyes. 

1 metre 

The  metrical 
angle. 

1 

Value  expressed 
in  degrees. 

1°  50' 

50  cm. 

2 

3°  40' 

33 

3 

5°  30' 

23 

4 

7“  20' 

20 

>1 

5 

9°  10' 

16 

» 

6 

11° 

14 

it 

7 

12°  50' 

12 

a 

8 

14°  40' 

11 

a 

9 

16°  30' 

10 

a 

10 

18°  20' 

9 

a 

11 

20°  10' 

8 

a 

12 

22° 

7-5 

if 

13 

23°  50' 

7 

it  . 

14 

25°  40' 

6-5 

if 

15 

27°  30' 

6 

a 

16 

29°  20' 

5-5 

ti 

18 

33° 

6 

ft 

20 

36°  40' 

Althougli  accommodation  and  convergence  are  thua 
intimately  linked  together,  it  can  very  easily  be 
proved  that  they  may  have  a separate  and  indepen- 
dent action.  If  we  suspend  the  accommodation  vrith 
atropine,  the  convergence  is  not  interfered  with ; or 
an  object  at  a certain  distance  being  seen  clearly 
without  a glass,  it  can  still  be  seen  distinctly  with 
weak  concave  and  convex  glasses,  without  any  altera- 
tion of  the  convergence. 

It  may,  therefore,  be  stated  that  although  the 
accommodation  and  convergence  are  intimately  asso- 
ciated, they  may  be  independent  of  each  other  to  a 
certain  degree,  so  as  to  meet  ordinary  requirements ; 
thus  for  instance,  as  age  advances  changes  take  place 
' 4 
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in  tlie  lens  wliicli  necessitate  a stronger  contraction  of 
the  ciliary  muscle  to  produce  the  requisite  change  in 
the  accommodation,  while  the  convergence  remains 
the  same. 

It  is  obvious  also  that  the  relations  between 
accommodation  and  convergence  must  necessarily  be 
very  different  in  ametropia,  and  this  relation  will  be 
again  referred  to  when  treating  the  various  errors  of 
refraction  in  detail. 

The  following  diagram  (Fig.  34)  shows  the  relative 
amount  of  accommodation  for  different  points  of  con- 


Pio.  34. 


vergence  in  an  emmetrope  aged  fifteen.  The  amount 
of  accommodation  in  excess  of  the  metrical  angle  of 
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convergenco  is  called  positive,  and  tlio  amoitnt  below 
negative. 

The  diagonal  D D represents  tbe  convergence  from 
infinity  to  5 cm. ; it  is  also  a record  of  the  accommo- 
dation. The  line  p p'  p"  indicates  the  maximum  ac- 
commodation for  each  point  of  convergence^  and  the 
line  r r'  the  minimum.  The  numbers  on  the  left 
and  below  the  diagram  are  dioptres  and  metrical 
angles  of  convergence ; thus,  when  the  visual  lines 
are  parallel,  it  will  be  seen  that  3'5  D.  of  positive 
accommodation  can  be  put  into  play,  i.  e.  the  object  can 
still  be  seen  distinctly  with  a concave  glass  of  that 
strength ; 3‘5  D.  is  therefore  the  relative  amplitude 
of  accommodation  for  convergence  adapted  to  infinity ; 
or  the  metrical  angle  C being  5,  which  is  a distance 
of  20  cm.  away,  the  accommodation  for  that  point 
would  equal  5 D.;  the  positive  amount  that  can  be 
put  in  force  while  the  angle  of  G remains  the  same 
would  be  3 D.,  and  the  negative  also  3 D.,  the  object 
being  seen  clearly  with  a concave  or  convex  glass  of 
3 D.,  therefore  the  relative  amplitude  of  accommoda- 
tion for  0 5 is  6 D.  When  the  angle  0 = 10  or  any 
larger  angle,  the  accommodation  that  can  be  put  in 
force  will  be  seen  to  be  entirely  on  the  negative  side. 

Thus,  the  convergence  being  fixed,  the  amount  of 
accommodation  which  can  be  brought  into  play  for 
that  particular  point  is  the  sum  of  the  difference 
between  the  strongest  concave  and  convex  glass 
employed. 

The  eye  being  accommodated  for  an  object  at  a 
certain  distance,  the  amount  of  convergence  for  that 


52 


THE  REFRACTION  OP  THE  EYE 


particular  point  may  be  measured  by  placing  in  front 
of  the  eyes  prisms,  bases  outwards;  the  strongest 
prism  through  which  the  object  is  still  seen  singly  is 
the  measure  of  the  positive  part  of  the  amplitude  of 
convergence.  Prisms,  bases  inwards,  give  us  the 
negative  part — the  sum  of  these  is  the  amphtude  of 
relative  convergence. 
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CHAPTER  in 

METHODS  OP  DETERMINING  THE  REFRACTION 

In  entering  upon  the  practical  part  of  the  subject 
the  following  subjective  and  objective  methods  present 
themselves  for  consideration. 

1.  The  acuteness  of  vision. 

2.  Schemer’s  method. 

3.  The  ophthalmoscope. 

(a)  The  indirect  method. 

(b)  The  direct  method. 

(c)  Retinoscopy. 

In  every  case  we  must  proceed  in  a systematic 
manner,  and  before  commencing  to  take  the  patient’s 
visual  acuteness,  something  may  be  gained  by  noticing 
the  general  appearance  of  the  patient,  the  form  of  the 
face,  head,  etc. ; thus  a flat-looking  face  is  sometimes 
an  indication  of  hypermetropia ; a head  elongated  in 
its  antero-posterior  diameter,  with  a long  face  and 
prominent  nose,  may  indicate  myopia.  If  the  twc 
sides  of  the  face  are  not  symmetrical,  or  if  there  be 
some  lateral  displacement  of  the  nose  from  the  median 
line,  astigmatism  may  be  suspected.  We  should  also 
notice  the  shape  of  the  eyes  themselves,  if  large  and 
prominent,  or  small ; in  the  former  case  we  may  sus- 
pect myopia,  in  the  latter  hypermetropia.  Large 
pupils  are  suggestive  of  myopia,  and  small  pupils  of 
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liypermetropia.  In  higli  degrees  of  astigmatism  it  can 
sometimes  be  seen  that  the  curvature  of  the  cornea  in 
one  meridian  exceeds  that  of  the  other.  The  distance 
between  the  eyes  should  also  be  noted^  as  well  as  the 
direction  of  their  visual  axes. 

We  next  listen  to  the  patient’s  own  statement  of  the 
troubles  from  which  he  suffers ; he  may  say  that  he 
sees  distant  objects  well  but  has  difficulty  in  readings 
especially  in  the  evenings,  or  that  after  reading  for 
some  time  the  type  becomes  indistinct,  so  that  he  must 
rest  awhile, — here  we  suspect  hypermetropia ; or  he 
may  be  able  to  read  and  do  near  work,  but  sees  badly 
at  a distance, — then  we  suspect  myopia;  or  both  near 
and  distant  vision  may  be  defective, — in  this  case  our 
first  object  must  be  to  decide  whether  the  imperfect 
vision  is  due  to  some  error  of  refraction  or  to  some 
structural  change  in  the  eyes  themselves;  and  we 
possess  an  extremely  simple  method  by  which  to 
differentiate  between  them,  and  this  method  is  called 
the  Pin-hole  test. 

PiN-HOLE  Test. — A black  diaphragm  having  a small 
perforation  in  its  centre  (the  box  of  trial  glasses 
usually  contains  such  a diaphragm)  is  placed  quite 
close  to  the  eye  under  examination.  This  perforation 
gives  passage  to  a small  pencil  of  rays  which  passes 
through  the  axis  of  the  refracting  system  of  the  eye, 
so  that  the  image  formed  is  clearly  defined  for  all 
distances:  if  then  the  pin-hole  improve  vision,  the 
refractive  system  is  at  fault ; but  if,  on  the  contrary, 
vision  is  not  improved,  then  we  suspect  that  the 
transparency  of  the  media  or  that  the  retinal  sensi- 
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bility  is  defective;  tlius  we  possess  a very  simple  and 
reliable  plan^  wliicb  if  used  systematically,  may  save 
much  loss  of  time.  The  points  to  notice  when  apply- 
ing this  test  are,  that  the  illumination  is  good,  and 
that  the  pin-hole  is  immediately  in  front  of  the  centre 
of  the  pupil. 

Having  then  found  out  that  the  patient’s  refraction 
is  defective,  we  proceed  to  the  first  method,  the 
acuteness  of  vision. 

The  Acuteness  of  Vision. — This  must  not  be  confused 
with  the  refraction,  and  it  is  necessary  clearly  to 
understand  the  difference  between  these  two  terms. 
The  acuteness  of  vision  is  the  function  of  the  nervous 
apparatus  of  the  eye,  while  the  refraction  is  the  func- 
tion of  the  dioptric  system ; so  that  the  acuteness  of 
vision  may  be  normal,  even  if  the  refraction  be  very 
defective,  provided  it  has  been  corrected  by  glasses. 
The  refraction,  on  the  other  hand,  may  be  normal, 
even  though  the  eye  is  unable  to  see,  as  in  cases  of 
optic  atrophy,  etc. 

We  may  define  the  acuteness  of  vision  that  degree 
of  sight  which  an  eye  possesses  after  any  error  of  its 
refraction  has  been  corrected,  and  the  glasses  neces- 
sary  for  this  correction  are  therefore  a measure  of  the 
error  of  refraction. 

In  order  to  find  out  the  acuteness  of  vision,  we  have 
to  determine  the  smallest  retinal  image  the  form  of 
which  can  be  distinguished ; it  has  been  discovered  by 
experiments  that  the  smallest  distance  between  two 
points  on  the  retina  which  can  be  separately  perceived 
is  0'00436  mm.,  about  twice  the  diameter  of  a single 
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cone ; but  it  is  only  at  tbe  macula  and  the  part  imme- 
diately around  it,  which  is  the  most  sensitive  part  of 
the  retina,  that  the  cones  are  so  close  together  as 
•002  mm. ; in  the  periphery  of  the  field  of  vision  the 
two  points  must  be  further  apart  to  appear  distinct. 

It  is  probable  that  rays  from  two  points  must  fall 
upon  two  different  cones  in  order  to  be  visible  as  two 
distinct  objects. 

The  smallest  retinal  image  which  can  be  perceived 
at  the  macula  corresponds  to  a visual  angle  of  T,  so 
that  two  stars  separated  by  an  angular  interval  of  less 
than  1'  would  produce  upon  the  eye  the  effect  of  one 
star  only. 

The  visual  angle  has  been  shown  to  be  an  angle 
included  between  two  lines  drawn  from  the  two  oppo- 
site edges  of  the  object  through  the  nodal  point  (Figs. 
28  and  35). 

Fig.  36. 


Test-types  have  been  constructed  upon  these  prin- 
ciples for  determining  the  acuteness  of  vision,  Snel- 
len’s being  those  ordinarily  used.  Every  letter  is  so 
made  that  when  at  its  proper  distance,  each  part  of  it 
is  separated  from  the  other  parts  by  an  interval  equal 
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to  not  less  than  the  arc  subtending  an  angle  of  1'  at 
the  nodal  point,  while  the  whole  letter  subtends  an 
angle  of  5'. 

In  order  to  estimate  the  refraction  by  the  acuteness 
of  vision,  the  test  object  must  be  placed  in  a good 
light,  and  so  far  away  as  to  exclude  as  much  as  pos- 
sible the  accommodation, — 6 metres  has  been  found  to 
be  a sufficient  distance ; rays  coming  from  an  object 
so  far  off  may  be  assumed  to  be  parallel,  and  falling 
on  an  emmetropic  eye  at  rest,  would  come  to  a focus 
on  the  retina.  The  smallest  letter  which  can  be  seen 
distinctly  at  this  distance  will  represent  the  patienffs 
vision. 

Snellen’s  type  consists  of  rows  of  letters,  each  being 
marked  above  with  the  distance  in  metres  at  which  it 
should  be  read.  The  top  letter  should  be  distinct  at 
60  metres,  the  next  at  36,  and  each  succeeding  row  at 
24, 18, 12, 9,  and  6 metres  respectively.*  The  patient 
placed  at  six  metres  should,  without  any  accommoda- 
tion, be  able  to  read  the  bottom  line  with  either  eye. 
This  is  expressed  in  the  form  of  a fraction,  in  which 
the  numerator  indicates  the  distance  at  which  it  is  read, 
and  the  denominator  the  number  of  the  line.  We  note 
down  the  result  found  for  each  eye  separately ; if  the 
bottom  line  is  read,  f expresses  it ; if  the  next,  | ; the 
top,  -io,  etc. 

If  our  patient,  however,  be  not  able  even  to  see 

* The  set  of  test-types  at  the  end  of  the  book  has  an  additional  line, 
and  is  marked  6 so  that  a greater  amount  of  visual  acuteness  than  & 
can  be  estimated,  and  is,  of  course,  recorded  f Sets  of  type  are  now 
made  which  go  down  to  |. 
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the  large  letter  at  the  top,  we  allow  him  to  approach 
the  board,  telling  him  to  stop  as  soon  as  the  letter 
becomes  visible.  Supposing  he  stop  at  2 metres  from 
the  board,  we  express  that  as  ; if  he  is  not  able  to 
read  it  at  all,  we  see  how  far  off  he  can  count  fingers. 
If  unable  to  do  this  the  hand  may  be  passed  quickly 
in  front  of  the  eye,  and  if  these  movements  are  seen 
the  vision  is  expressed  “ hand  movements”  (H.  M.). 
Should  these  movements  not  be  seen  we  throw  light 
into  the  eye  with  the  convex  lens ; if  the  light  is  per- 
ceived, it  is  called  perception  of  light  (P.  L.).  When 
the  patient  fails  to  distinguish  the  difference  between 
light  and  darkness  the  eye  is  quite  blind,  there  is  no 
perception  of  light  (no  P.  L.). 

Although  the  capability  of  reading  the  bottom 
line  at  6 metres  is  the  average  acuteness  of  vision, 
yet  it  is  not  the  maximum,  since  many  young  people 
will  be  found  who  are  able  to  read  line  six  at  7 
metres,  or  even  further,  in  which  case  their  acute- 
ness is 

Savages  often  have  an  acuteness  of  vision  much  in 
excess  of  the  normal. 

Thus  we  have  a standard  of  normal  vision,  and  a 
convenient  method  of  expressing  it  in  a numerical 
manner. 

W e put  our  patient  then,  with  his  back  to  the  light^ 
in  front  of  the  test-types,  which  must  hang  well  illu- 
mined at  6 metres  distance,  and  having  armed  him 
with  a pair  of  trial  frames,  we  exclude  the  left  eye 
from  vision  by  placing  in  front  of  it  a ground  glass 
disc,  and  proceed  to  test  the  right  eye  by  asking  him 
how  much  of  the  type  he  is  able  to  read ; if  he  read 
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the  line  marked  6,  then  his  vision  is  or  1,  that  is  to 
say,  his  distant  vision  is  normal ; we  may,  therefore, 
assume  the  absence  of  myopia  or  astigmatism;  but 
he  may  have  hypermetropia,  and  only  be  able  to  read 
by  using  his  accommodation ; this  we  decide  by  hold- 
ing a weak  convex  glass  (-1-  '5  D.)  in  front  of  the  eye, 
when  if  he  still  be  able  to  read  the  same  line  !■,  ho 
has  hypermetropia,  and  the  strongest  convex  glass 
with  which  -|  can  be  read  is  the  measure  of  the  mani- 
fest hypermetropia ; supposing  + 1 D.  the  strongest 
glass  with  which  can  be  read,  then  we  record  it 
thus : R.  V.  -jl  Hm.  1 D.  = 

I say  manifest  hypermetropia,  because  in  all  cases 
occurring  in  young  people  this  is  not  the  total  hyper- 
metropia; for  in  these  a great  part  of  the  error  is  latent, 
which  can  only  be  discovered  by  using  atropine,  or  by 
estimating  the  refraction  by  the  direct  ophthalmo- 
scopic method.  Many  cases  will  come  before  us 
having  two  or  three  dioptres  of  hypermetropia,  who 
complain  that  the  weakest  convex  glass  impairs 
distant  vision ; in  these  cases  the  hypermetropia  is 
wholly  latent. 

We  may  say,  therefore,  that  a patient  who  is  able 
to  read  f with  one  eye,  must  be — 

Emmetropic 

or 

Hypermetropic  in  that  eye. 

If  hypermetropic,  a part  of  it  is  usually  manifest,  as 
found  out  by  the  strongest  convex  glass  which  does 
not  impair  distant  vision;  or  it~may^  wholly  latent, 
when  it  is  necessary  to  atropise  the  patient  before  we 
can  demonstrate  it. 
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Supposing,  however,  our  patient’s  vision  is  below 
the  norma],  and,  instead  of  reading  he  is  only  able 
to  read,  say  the  third  line  and  that  this  is  blurred 
with  a weak  convex  glass,  he  may  have — 

Myopia, 

Astigmatism, 

or 

Spasm  of  accommodation  (see  p.  197). 

We  try  if  a weak  concave  glass  helps  him;  if  it  does 
so,  the  case  is  one  of  myopia;  and  we  find  the  weakest 
concave  glass  with  which  he  sees  best ; thus  to  take 
an  example  in  which  the  patient  is  a myope  and  sees 
only  but  with  — 2D.  reads  f;  we  repeat  the  exami- 
nation with  the  second  eye,  and  record  it — 

E.  V.  ^ - 2 D.  = f . 

L.V.^-2D.  = f 

It  our  patient  is  not  improved  with  concave  glasses, 
then  we  assume  that  some  astigmatism  is  present, 
presupposing  of  course  that  there  is  no  other  cause 
for  bad  vision. 

To  estimate  this  astigmatism  we  must  call  to  our 
aid  some  of  the  methods  described  in  the  chapter  on 
astigmatism,  p.  156,  or  we  may  find  out  the  spherical 
glass  with  which  he  is  able  to  see  best,  then  rotate  in 
front  of  it  a weak  convex  cylindrical  glass,  starting 
with  its  axis  vertical;  no  improvement  occurring,  we  do 
the  same  with  a weak  concave  cylinder,  starting  with 
its  axis  horizontal ; finding  by  this  plan  the  glass  and 
its  particular  axis  which  gives  the  best  result.  It  is 
necessary  that  the  eye  be  thoroughly  under  the 
influence  of  atropine,  in  order  to  enable  us  to  arrive 
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at  definite  and  reliable  results  by  this  method.  With 
practice,  one  is  able  in  this  way  to  work  out  simple 
cases  of  astigmatism  aecurately  and  quickly. 

The  object  in  view  is  always  to  bring  up  the  vision 
of  each  eye  as  nearly  to  the  normal  standard  of  f as 
possible.  Frequently,  however,  we  have  to  be 
satisfied  with  f or 

But  should  the  case  appear  to  be  a difficult  one,  it 
is  better  perhaps  for  the  student  not  to  waste  time, 
but  proceed  at  once  to  retinoscopy. 

When  trying  the  patient  at  the  distant  type  it  is 
convenient  to  have  two  or  more  sets  of  letters,  so  that 
the  type  may  be  changed  when  the  patient  gets  accus- 
tomed to  one  set. 

The  near  type  is  chiefly  used  to  estimate  the 
accommodation,  by  finding  out  the  far  and  near  point 
at  which  any  particular  line  is  read.  Snellen^s  and 
Jaeger’s  are  the  types  most  commonly  in  use,  many 
preferring  Jaeger’s,  owing  to  the  letters  being  of  the 
ordinary  shapes  ; but  they  have  the  disadvantage  that 
they  are  not  arranged  on  any  scientific  plan,  but  are 
simply  printer’s  types  of  various  sizes : the  set  of 
reading  type  at  the  end  of  the  book  is  so  arranged 
that  when  held  at  the  distance  for  which  it  is  marked, 
each  letter  subtends  an  angle  of  5'  at  the  nodal  point. 

It  must,  however,  be  remembered  that  sentences  are 
an  inferior  test  to  letters,  many  people  recognising 
the  words  by  their  general  appearance,  whereas  they 
may  be  unable  to  see  distinctly  each  letter  of  which 
the  sentence  is  composed. 

Having  tested  our  patient’s  vision  at  the  distant 
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type  and  recorded  tlie  result^  we  place  in  his  hand  the 
reading  type,  and  note  the  smallest  print  he  is  able  to 
j’ead  and  the  distance  at  which  he  reads  it ; first  with 
each  eye  separately,  then  with  the  two  together. 

In  cases  of  myopia  we  may  thus  get  a valuable 
hint  as  to  the  amount  of  the  defect : we  will  take  for 
an  example  a case  in  which  the  patient  can  read 
with  the  right  eye ; we  give  him  the  near  type,  and  if 
he  can  read  the  smallest  only  by  holding  it  at  a 
nearer  point  than  the  distance  for  which  it  is  marked, 
we  note  the  greatest  distance  at  which  he  is  able  to 
read  it ; if  the  type  marked  for  1 metre  cannot  be  read 
further  off  than  25  cm.,  our  patient  has  then  most 
likely  myopia  of  4 D.,  because  25  cm.  is  probably  his 
far  point.  In  this  case  a glass  — 4 D.  would  give  to 
rays  coming  from  a distant  point  the  same  amount  of 
divergence  as  if  they  came  from  25  cm.  (Vif  = 4). 

We  try  the  patient  at  the  distant  type  with  — 4 
D. ; if  he  now  read  f the  myopia  is  confirmed,  and  the 
weakest  glass  with  which  he  reads  it  is  the  measure 
of  his  myopia. 

If  the  patient  read  f,  but  be  unable  to  read  the  near 
type  except  it  be  held  at  a further  distance  than  that 
for  which  it  is  marked,  the  case  is  one  of  paralysis  of 
the  accommodation,  or  presbyopia;  and  as  the  latter 
only  commences  in  emmetropia  about  the  age  of  forty- 
five,  it  will  be  clear  according  to  the  age  of  the  patient 
to  which  division  the  case  belongs. 

As  objects  seen  through  convex  glasses  appear  en- 
larged, and  through  concave  glasses  diminished,  it 
follows  that  these,  when  placed  before  the  eye,  will 
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exercise  the  same  influence  on  the  size  of  the  retinal 
image.  Now  the  hypermetropic  eye  sees  objects 
smallerj  and  the  myopic  eye  larger  than  the  emme-  • 
trope,  and  if  glasses  which  are  to  correct  the  ame- 
tropia be  placed  at  the  anterior  focal  point,  i.  e.  about 
13  mm.  in  front  of  the  cornea,  the  retinal  image  of 
the  ametrope  will  be  of  the  same  size  as  that  of  the 
emmetrope. 

Before  leaving  this  subject  of  the  acuteness  of 
vision  the  following  directions  may  be  given  : 

1st.  The  test-type  must  be  in  a good  light;  the 
advantage  of  artificial  illumination  is  that  it  is  uni- 
form. 

2nd.  Commence  with  the  right  eye,  or  that  which 
has  the  best  vision,  covering  up  the  other  with  an 
opaque  disc  placed  in  a spectacle  frame;  do  not  be 
contented  to  allow  the  patient  to  close  one  eye,  as  he 
may  not  do  so  completely,  or  he  will  probably  uncon- 
sciously slightly  diminish  the  palpebral  aperture  of 
the  eye  under  examination,  whereby  the  circles  of 
diffusion  may  be  somewhat  diminished  and  so  give 
misleading  results.  Neither  should  he  close  the  eye 
with  his  hand,  he  may  look  between  the  fingers,  or 
exercise  some  pressure,  however  slight,  on  the  eye- 
ball, which  may  interfere  temporarily  with  the  func- 
tion of  the  retina  and  so  cause  delay. 

3rd.  Having  noticed  what  each  eye  sees  without 
glasses,  always  begin  the  examination  with  convex  ones, 
so  as  to  avoid  calling  the  accommodation  into  action. 

4th.  Having  recorded  the  result  found  for  each 
eye  separately,  we  try  the  two  together,  the  binocular 
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visual  acuteness  being  usually  slightly  greater  than 
that  for  one  eye. 

5th.  Test  the  patient  with  the  reading  type^  noting 
the  nearest  and  farthest  point  at  which  the  smallest 
type  can  be  read. 

Schemer’s  Method. — Although  this  plan  for  detecting 
ametropia  is  now  but  little  used,  it  is  necessary  the 
student  should  understand  the  principles  upon  which 
it  is  based.  A diaphragm  having  two  small  perfora- 
tions is  placed  in  front  of  the  eye  we  wish  to  examine ; 
the  perforations  must  be  so  near  together  that  rays 
passing  through  them  will  enter  the  pupil  (Fig  36). 
The  patient  is  directed  to  look  at  a small  flame  6 
metres  off ; rays  emanate  from  this  flame  in  all  direc- 
tions, some  fall  on  the  diaphragm,  the  greater  number 
are  thus  cut  off,  but  a few  rays  pass  through  the  two 
openings,  and  if  the  eye  be  adapted  for  the  flame, 
i.  e.  if  it  is  emmetropic,  these  two  sets  of  rays  will 

Pig.  36.* 


meet  exactly  on  the  retina,  forming  there  one  image 
of  the  flame  (b.  Fig.  36)  j if,  however,  the  eye  be 

• In  the  above  diagram,  p is  represented  as  a near  object  with  rays 
diverging  from  it;  it  should  be  a distant  object  with  parallel  rays. 
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hypermetropic  (with  suspended  accommodation),  then 
the  two  sets  of  rays  will  reach  the  retina  before 
meeting,  each  set  forming  an  image  of  the  flame  (a. 
Fig.  36).  The  greater  the  hypermetropia  the  further 
apart  will  the  images  be  formed;  these  are  projected 
outwards  as  crossed  images,  and  the  patient  has  there- 
fore crossed  diplopia.  That  convex  glass  (from  our 
trial  box)  which,  held  behind  the  diaphragm,  causes 
the  flame  to  be  seen  singly,  is  a measure  of  the  hyper- 
metropia. If  the  eye  be  myopic,  then  the  two  sets  of 
rays  will  have  crossed  and  are  diverging  when  they 
reach  the  retina,  where  two  images  of  the  flame  are 
therefore  formed  (c.  Fig.  36).  These  images  are 
crossed  again  as  they  are  projected  outwards,  and 
having  twice  crossed,  homonymous  images  are  the 
result.  To  And  the  amount  of  myopia,  we  have  only 
to  find  the  concave  glass  which,  placed  behind  the  dia- 
phragm, brings  the  two  images  into  one.  To  enable  us 
to  tell  if  the  images  are  crossed  or  homonymous,  it  is 
usual  to  have  in  front  of  one  of  the  perforations  a piece 
of  coloured  glass.  We  will  suppose  the  diaphragm  held 
so  that  the  two  openings  are  horizontal,  that  to  the 
patient’s  right  having  in  front  of  it  a piece  of  red  glass : 
if  only  one  flame  is  seen  the  case  is  one  of  emmetropia ; 
if  two  images  of  it  appear,  one  white,  the  other  red, 
with  the  red  to  the  left  of  the  other,  the  images  are 
crossed,  and  the  case  is  one  of  hypermetropia.  If  the 
red  appear  on  the  right,  then  the  case  is  one  of 
myopia.  The  further  apart  the  images  are,  the 
greater  is  the  ametropia. 
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CHAPTER  IV 

THE  OPHTHALMOSCOPE 

The  Ophthalmoscope  furnishes  us  with  several 
methods  for  determining  the  refraction  of  the  eyes. 

a.  The  indirect  method. 

b.  The  direct  method. 

c.  Retinoscopy. 

The  Indirect  Method. — By  the  indirect  method  we 
obtain  an  inverted  image  of  the  disc  by  means  of  a bi- 
convex lens  jDlaced  in  front  of  the  eye.  In  emmetropia 
(Fig.  37)  rays  coming  from  A emerge  from  the  eye 

Fia.  37. 


parallel,  and  are  focussed  by  the  convex  lens  at  a, 
and  rays  coming  from  b are  focussed  at  b,  so  also  with 
rays  coming  from  every  part  of  a b,  forming  an 
inverted  image  of  A B at  6 a,  situated  in  the  air  at  the 
principal  focus  of  the  biconvex  hns.  ^ 
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In  hypermetropia  (Fig.  38)  the  rays  from  A emerge 

Fig.  38. 


divergent,  so  also  of  course  those  from  b ; if  these  rays  ' 
are  continued  backwards,  they  will  meet  behind  the 
eye  (at  the  punctum  remotum),  and  there  form  an 
enlarged  upright  image  (a  (3)  of  A b ; it  is  of  this 
imaginary  projected  image  that  we  obtain  by  the  help 
of  the  biconvex  lens  a final  inverted  image  (b  a), 
situated  in  front  of  the  lens  beyond  its  principal  focus. 

Fig.  39 


In  myopia  (Fig.  39}  the  rays  from  a and  b emerge 
from  the  eye  convergent,  forming  an  inverted  aerial 
image  in  front  of  the  eye  at  (3  a,  its  punctum  remotum. 
It  IS  of  this  image  we  obtain,  with  a biconvex  lens 
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placed  between  it  and  the  eye,  a final  image  (6  a), 
situated  witbin  tbe  focus  of  tbe  biconvex  lens. 

By  tliis  method  we  are  able  to  detect  tbe  form  of 
ametropia  by  tbe  changes  which  take  place  in  the  size 
and  shape  of  the  optic  disc,  always  remembering  that 
the  inverted  image  of  the  disc,  produced  by  a convex 
lens  at  a certain  fixed  distance  from  the  cornea,  is 
larger  in  hyjjermetropia,  and  smaller  in  myopia,  than 
in  eminetropia.  The  lens  should  be  held  close  to  the 
patient’s  eye,  and  then  gradually  withdrawn,  while  the 
aerial  image  of  the  disc  is  steadily  kept  in  view ; the 
rapidity  with  which  any  increase  or  decrease  takes 
place  in  the  size  of  this  image  gives  us  an  indication 
of  the  amount  of  the  refractive  error. 

If  no  change  take  place  in  the  size  of  the  image  on 
thus  withdi’awing  the  objective  the  case  is  one  of 
emmetropia,  because  the  rays  issue  from  such  an  eye 


Fig.  40, 


IS.  Emmetropic  eye.  Rays  issuing  parallel,  image  formed  at 
the  principal  focus  of  the  lens,  no  matter  at  what  (Jistance 
the  lens  is  from  the  eye. 


parallel,  and  the  image  formed  by  the  object-glass  will 
always  be  situated  at  its  principal  focus,  no  matter 
at  what  distance  the  glass  is  from  the  observed  eye 
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(Fig.  40).  As  the  distance  of  the  image  from  the 
object-lens  is  always  the  same,  the  size  of  the  image 

will  a, Iso  be  the  same.  _ , 

If  diminution  take  place  in  the  size  of  the  image, 
the'case  is  one  of  hypermetropia,  ^d  the  greater  t e 
diminution  the  higher  is  the  hypermetropia. 


Fia.  41. 


Lens  at  4 cm.  from  the  cornea. 


Pia.  42. 


Lens  at  12  cm.  from  the  cornea. 

H.  Hypermetropic  eye.  O.  The  centre  of  the  lens,  A B.  Image 
on  the  retina,  a 1.  Projected  image.  P a.  The  final  image 
formed  by  the  objective. 

This  change  in  size  may  be  explained  by  remem- 
bering that  in  hypermetropia  the  image  of  the  disc 
formed  by  the  object-glass  is  situated  beyond  its 
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principal  focus,  owing  to  the  rays  issuing  from  the 
eye  being  divergent;  the  relative  size  of  the  final 
image  a to  the  object  a h will  therefore  vary 
directly  as  the  length  c , and  inversely  as  the  length 
c a ; so  that  on  withdrawing  the  lens  c from  the  ob- 
served eye,  c a diminishes  and  c a increases;  there- 
fore the  ratio  of  a /3  to  a b diminishes,  i.  e.  the  size 
of  the  image  diminishes.  The  two  diagrams  Figs.  41 
and  42  show  images  formed  by  the  object-glass 
when  held  at  4 cm.  and  at  12  cm.  from  the  cornea,  the 
latter  image  being  the  smaller. 

If  the  image  become  larger  on  withdrawing  the 
'object-glass,  the  case  is  one  of  myopia ; the  greater 
|the  increase  of  the  image,  the  higher  the  myopia. 

This  increase  in  the  size  of  the  image  can  also  be 
explained  with  the  help  of  mathematics,  remembering 
that  in  myopia  an  inverted  image  is  formed  in  front 
of  the  eye  (Fig.  45),  and  it  is  of  this  we  obtain  an 
image  with  a convex  glass  placed  between  the  eye 
and  the  inverted  image,  which  we  must  regard  as  the 
object;  the  object  and  its  image  being  both  on  the 
same  side  of  the  lens. 

In  astigmatism,  the  disc,  instead  of  appearing  round, 
is  frequently  oval.  If  the  image  of  the  disc  decrease 
in  size  in  one  meridian,  while  the  other  remain  sta- 
tionary as  the  objective  is  withdrawn  from  the  eye, 
it  is  a case  of  simple  hypermetropic  astigmatism.  If 
the  whole  disc  decrease  in  size,  one  meridian  diminish- 
ing more  than  the  other,  it  is  compound  hypermetropic 
astigmatism,  the  meridian  being  most  hypermetropic 
which  diminishes  most. 
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Increase  in  one  meridian,  the  other  remaining 
stationary,  indicates  simple  myopic  astigmatism. 

Increase  in  the  size  of  the  disc,  hut  one  meridian 
increasing  more  than  the  other,  indicates  compound, 
myopic  astigmatism,  that  meridian  being  most  myopic 
which  increases  most. 

If  one  meridian  increase  while  the  other  decrease, 
mixed  astigmatism  is  our  diagnosis. 

The  Large  Concave  Mirror  at  a Distance. — If  the 
observer  be  able  to  see  the  disc  or  some  of  the  vessels 
with  the  mirror  alone  at  a distance  from  the  patient, 
the  case  is  one  of  hypermetropia  or  myopia.  The 
explanation  of  this  is,  that  in  emmetropia  (Fig.  43) 
the  rays  which  come  from  the  two  extremities  of  the 
disc  (a  b)  emerge  as  two  sets  of  parallel  rays  in  the 


Fig.  43. 


same  direction  as  the  rays  A o,  B D,  which,  having 
passed  through  the  nodal  point,  undergo  no  refraction. 
These  two  sets  of  rays  soon  diverge,  leaving  a space 
between  them,  so  that  an  observer  (unless  he  be  quite 
close  to  the  observed  eye)  is  able  only  to  bring  rays 
from  one  point  to  a focus  on  his  retina ; and  there- 
fore, at  a distance  from  the  eye,  the  observer  sees  only 
a general  illumination. 
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In  hypermeti'opia  (Fig.  44)  the  rays  from  the  two 
points  A B emerge  from  the  eye  in  two  sets  of  diverg- 
ing rays,  in  the  same  direction  as  the  rays  A c,  B D, 
which  undergo  no  refraction.  These  diverging  rays 
have  the  appearance  of  coming  from  two  points  {a  b) 
behind  the  eye,  where  an  erect  imaginary  image  is 
formed. 

Fio.  44. 


The  more  the  rays  diverge  on  exit,  the  sooner  they 
will  meet  when  prolonged  backwards  ; and  hence  the 
greater  the  hypermetropia,  the  nearer  will  the  image 
be  to  the  nodal  point. 

Fig.  45. 


The  observer  at  a distance  sees  a clear,  erect  image 
which  is  formed  behind  the  eye. 

In  myopia  (Fig.  45)  the  rays  from  the  two  points 
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(a  b)  emerge  as  two  converging  sets  of  rays,  which 
meet  at  a b on  their  secondary  axes,  thus  forming  an 
inverted  image  in  front  of  the  eye.  This  image  can 
be  distinctly  seen  by  the  observer  if  he  be  at  a 
sufficient  distance  from  the  point,  and  accommodating 
for  the  particular  spot  at  which  the  aerial  image  is 
formed.  The  higher  the  myopia,  the  nearer  to  the 
eye  will  this  image  be  formed. 

From  the  above  observations  it  will  be  understood 
that  if  the  observer  now  move  his  head  from  side  to 
side,  and  the  vessels  of  the  disc  are  seen  to  move  in 
the  same  direction,  the  case  will  be  one  of  hyperme- 
tropia,  the  image  formed  being  an  erect  one. 

Should  the  vessels  move  in  the  opposite  direction 
to  the  observer’s  head  the  case  will  be  one  of  myopia, 
the  image  being  an  inverted  one  formed  in  the  air  in 
front  of  the  eye. 

If  the  vessels  of  one  meridian  only  are  visible,  then 
we  have  a case  of  astigmatism,  hypermetropic  if 
moving  in  the  same,  and  myopic  if  moving  in  the 
opposite  direction  to  the  observer’s  head,  that 
meridian  being  ametropic  which  is  at  right  angles  to 
the  vessels  seen. 

In  mixed  astigmatism  the  vessels  of  one  meridian 
move  against  the  observer’s  movements,  and  those  of 
the  other  meridian  with  them : this  is  difficult  to  see. 

Thus  we  have  obtained  an  indication  of  the  form  of 
ametropia.  We  may,  however,  estimate  the  amount 
of  error  by  means  of  a refracting  ophthalmoscope,  of 
which  there  are  many. 

The  Direct  Method. — By  the  direct  examination  we 
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obtain  much  more  important  information,  not  only  of 
a qualitative,  but  also  of  a quantitative  character. 

In  endeavouring  thus  to  estimate  the  refraction,  it 
is  essential  that  the  accommodation  of  both  the  patient 
and  observer  be  suspended.  The  observer  first  cor- 
rects any  ametropia  that  he  may  have,  either  by 
having  the  proper  correction  in  a suitable  clip  behind 
the  sight-hole  of  his  ophthalmoscope,  or  he  may  deduct 
his  own  ametropia  from  the  glass  which  corrects  the 
refraction  of  the  patient  and  himself  in  the  manner  to 
bo  presently  described.  He  then  sits  or  stands  as  he 
may  prefer  on  the  same  side  as  the  eye  he  is  about  to 
examine,  so  as  to  use  his  right  eye  for  the  patient’s 
right,  and  his  left  for  the  patient’s  left. 

The  light  is  placed  on  the  side  to  be  examined,  a 
little  behind  and  on  a level  with  the  patient’s  ear; 
then  with  the  mirror  held  close  to  the  eye  to  be 
examined,  so  that  the  ophthalmoscope  may  occupy  as 
nearly  as  possible  the  position  of  the  spectacle  glass, 
the  observer  looks  for  the  disc.  We  really  vdsh  to 
estimate  the  refraction  at  the  macula,  but  to  this  there 
are  several  obstacles  : the  light  falling  on  this,  the 
most  sensitive  part  of  the  retina,  has  a very  dazzling 
unpleasant  effect  for  the  patient,  and  causes  the  pupil 
to  contract  vigorously,  the  reflex  from  the  cornea  and 
the  lens  is  exactly  in  the  line  of  vision,  and  further 
there  are  no  convenient  vessels  in  this  part  which  we 
may  fix  as  test  objects ; whereas  the  disc  is  but  little 
sensible  to  light,  and  the  vessels  of  this  part,  as  well 
as  the  margins  of  the  disc  itself,  are  very  convenient 
for  our  purpose,  and  although  occasionally  the  refrac- 


DIUECT  EXAMINATION 


75 


tion  of  the  macula  and  disc  are  not  exactly  the  same, 
still  practically  it  is  sufficiently  accurate  to  take  that 
of  the  latter. 

To  estimate  the  refraction  by  the  direct  method, 
it  is  necessary  that  the  patient’s  accommodation 
should  be  relaxed;  this  will  generally  be  the  case 
when  the  examination  is  made  in  a dark  room ; or  a 
mydriatic  may  be  used ; then,  if  the  observer’s  own 
accommodation  be  suspended,  and  the  image  of  the 
disc  appear  quite  clear  and  distinct,  the  case  is  one  of 
emmetropia.  This  we  know,  because  rays  coming 
from  an  emmetropic  eye  (Fig.  46,  e)  in  a state  of  repose 

Fiq.  46. 


E 

E 

1 ^ 

will  issue  parallel,  and  the  observing  eye  receiving 
these  rays  will,  if  emmetropic  with  its  accommodation 
suspended  (which  often  requires  great  practice),  be 
adapted  for  parallel  rays,  so  that  a clear  image  of  a 
in  the  observed  eye  will  be  formed  at  h on  the  retina 
of  the  observing  eye. 

Supposing  the  image  does  not  appear  clear  and  dis- 
tinct without  an  effort  of  accommodation,  then  we  turn 
the  wheel  of  the  ophthalmoscope  so  as  to  bring  for- 
ward convex  glasses  in  front  of  the  observing  eye. 
The  strongest  positive  glass  with  which  we  are  able  to 
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get  a perfectly  clear  image  of  the  disc  is  a measure  of 
the  hyper metropia,  because  rays  coming  from  a 
(Fig.  47)  in  the  hypermetropic  eye  (h)  issue  in  a 
ivergent  direction  as  though  coming  from  R,  the 
punctum  remotum  behind  the  eye.  The  convex  lens 
L renders  them  parallel,  and  they  then  focus  at  b,  on 
the  retina  of  the  observing  emmetropic  eye  (e). 

Fia.  47. 


In  practice  many  observers  find  it  difficult  or  im- 
possible to  tell  if  their  own  accommod-ation  be  com- 
pletely relaxed,  so  that  if  they  see  clearly  the  disc  of 
the  patient  under  examination,  they  do  not  at  once 
assume  that  he  is  emmetropic,  but  only  do  so  on  find- 
ing that  the  weakest  convex  glass  behind  the  ophthal- 
moscope impairs  the  clearness  of  the  image. 

If,  however,  the  image  of  the  disc  appear  indistinct, 
and  the  convex  glass,  instead  of  rendering  the  image 
clearer,  have  the  opposite  effect,  we  must  turn  the 
wheel  of  the  ophthalmoscope  in  the  other  direction, 
and  so  bring  forward  the  concave  glasses.  The  weakest 
with  which  we  can  see  the  details  of  the  fundus  clearly 
is  a measure  of  the  myopia,  because  any  stronger  glass 
merely  brings  into  play  the  accommodation  of  the 
observer.  Rays  from  a (Fig.  48)  leave  the  myopic 
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eye  (m)  bo  convergent,  that  they  would  meet  at  (e) 
the  punctum  remotum.  The  concave  lens  l renders 
them  parallel  before  falling  on  the  relaxed  eye  (e)  of 
the  observer. 

Fig.  48. 


If  the  ophthalmoscope  is  not  held  very  close  to  the 
eye,  we  must  deduct  from  the  focal  distance  of  the 
lens  the  distance  between  the  cornea  and  the  in- 
strument in  hypermetropia,  adding  them  together  in 
myopia  (p.  118). 

If  astigmatism  exist,  the  plan  is  to  find  the  glass 
which  enables  the  vertical  vessels  and  lateral  sides  of 
the  disc  to  be  seen  distinctly,  and  then  the  glass  with 
which  the  vessels  at  right  angles  are  best  seen. 

Suppose  the  vertical  vessels  and  lateral  sides  of  the 
disc  appear  distinct  without  any  glass,  then  the  hori- 
zontal meridian,  i.  e.  the  meridian  at  right  angles  to 
the  vessels  clearly  seen,  is  emmetropic;  and  suppose 
also  that  the  horizontal  vessels  with  the  upper  and 
lower  borders  of  the  disc  require  a convex  or  con- 
cave glass  to  render  them  clear  and  distinct,  then  the 
vertical  meridian  is  hypermetropic  or  myopic,  and 
the  case  is  one  of  simple  hypermetropic  or  myopic 
astigmatism. 

If  both  the  vertical  and  horizontal  vessels  can  be 


78  THE  REFRACTION  OF  THE  EYE 

seen  with  convex  glasses^  but  with  a stronger  one  for 
the  vertical  than  for  the  horizontal,  then  the  case  is 
one  of  compound  hypermetropic  astigmatism,  the 
horizontal  meridian  being  the  more  hypermetropic. 

If  both  meridians  had  required  concave  glasses, 
but  of  different  strengths,  then  the  case  would  be  one 
of  compound  myopic  astigmatism. 

If  the  vertical  vessels  and  the  lateral  sides  of  the 
disc  can  be  seen  distinctly  through  a convex  glass, 
while  the  horizontal  vessels  require  a concave  glass, 
the  case  is  one  of  mixed  astigmatism,  the  horizontal 
meridian  being  hypermetropic,  the  vertical  meridian 
myopic. 

The  essential  point  to  remember  is,  that  the  glass 
with  which  the  vessels  in  one  direction  are  seen  is  a 
measure  of  the  refraction  of  the  meridian  at  right 
angles  to  these  vessels. 

The  estimation  of  the  refraction  by  the  direct  oph- 
thalmoscopic method  is  exceedingly  valuable,  but 
requires  great  practice ; some  observers  find  con- 
siderable difficulty  in  relaxing  their  accommodation 
completely,  even  after  long  practice. 

The  student  should  take  every  opportunity  to 
become  thoroughly  proficient  in  estimating  the  re- 
fraction by  this  method;  in  fact,  every  case  that  is 
not  of  an  inflammatory  character  should  be  examined 
with  the  ophthalmoscope,  and  the  refraction  as  esti- 
mated by  the  direct  method  recorded  as  a matter  of 
routine;  the  ophthalmoscopic  examination  may  con- 
veniently follow  the  testing  of  the  patient's  visual 
acuity. 
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In  liypermetropia  and  myopia  one  is  able  to  esti- 
mate the  amount  of  error  accurately^  and  in  cases 
of  astigmatism  where  the  chief  meridians  are  hori- 
zontal and  vertical  one  can  come  very  near  the  exact 
correction,  and  without  necessarily  subjecting  the 
patient  to  the  inconvenience  of  a mydriatic : when 
the  meridians  are  oblique  the  estimation  is  more 
difficult,  because  we  may  find  no  vessel  whose  course 
exactly  corresponds  with  the  chief  meridians ; still 
the  more  this  method  is  practised  the  more  accurate 
will  be  the  results  obtained.  The  correction  must 
always  be  confirmed  by  trying  the  patient  at  the  test 
types  with  lenses,  making  any  slight  alteration  that 
may  be  necessary. 

It  is  also  an  additional  advantage  that  one  can  esti- 
mate the  refraction  at  the  same  time  that  one  makes 
an  examination  of  the  fundus. 

The  comparison  of  the  direct  and  indirect  methods 
of  examination  is  also  very  useful  in  astigmatism.  If, 
for  instance,  the  disc  is  elongated  horizontally  in  the 
erect,  and  oval  vertically  in  the  inverted  image,  we 
know  that  the  curvature  of  the  cornea  is  greater  in 
the  horizontal  than  in  the  vertical  meridian  (see 
Figs.  86  and  87). 

The  ametropic  observer  must  always  remember, 
when  using  the  direct  method  for  the  estimation  of 
errors  of  refraction,  that  he  must  correct  his  own 
defect  either  by  wearing  spectacles  or  by  having  a 
suitable  glass  in  a clip  behind  his  ophthalmoscope; 
he  is  then  in  the  position  of  an  emmetrope ; but,  if 
he  prefer  it,  he  may  subtract  the  amount  of  his  own 
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hypermetropia  or  myopia  from  tte  glass  with  which 
he  sees  clearly  the  patient’s  discs.  Thus,  if  the  ob- 
server have  2 D.  of  hypermetropia,  and  require  + 3 D. 
to  see  the  fundus  clearly,  ( -f  3 D.)  — ( -f  2 D.)  = + 1 D., 
the  patient  would  have  1 D.  of  hypermetropiaj  had  he 
required  — 2 D.,  then  the  observer  would  have  4 D. 
of  myopia,  because  ( — 2 D.)  — ( -f  2 D.)  = — 4 D. 

The  same  with  the  myopic  observer ; if  his  myopia 
amount  to  3 D.,  then  he  will  require  — 3 D.  to  see 
clearly  the  emmetropic  fundus ; if  he  see  the  disc  well 
without  a glass,  then  the  eye  under  examination  has 
3 D.  of  hypermetropiaj  if  he  require  a -f  2 D.,  then 
the  hypermetropia  will  be  5 D.,  and  so  on. 

Ametropia  may  also  be  easily  recognised  in  the 
following  manner : — The  fundus  being  illuminated  by 
a mirror  about  one  metre  from  the  patient,  if  the  eye  be 
emmetropic  the  rays  of  light  will  return  parallel  to  one 
another,  and  a red  reflex  can  only  be  obtained  when 
the  observing  eye  is  in  the  path  of  these  rays,  that  is 
behind  the  perforation  of  the  mirror.  If  hyperme- 
tropic the  returning  rays  will  diverge  (Fig.  49),  and 


Fig.  49. 


the  observer  will  notice,  as  he  moves  his  eye  (b)  from 
behind  the  mirror  at  L (and  at  right  angles  to  the 
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visual  axis  of  the  patient,  who  should  fix  on  the  centre 
of  the  mirror),  that  the  last  ray  of  light  (a  fe  ) is  seen, 
or,  in  other  words,  the  red  reflex  disappears,  on  the 
same  side  of  the  pupil  as  that  to  which  the  observer 
moves  his  head. 

If  the  eye  be  myopic  the  rays  will  converge, 
cross,  and  diverge  (Fig.  50) ; when  the  error  is  1 D. 


Fig.  60. 


or  more,  the  last  ray  of  bght  is  seen,  or  the  red  reflex 
disappears,  on  the  opposite  side  of  the  pupil.  A single 
trial  of  this  will  prove  its  correctness. 

The  endeavour  to  estimate  the  amount  of  myopia 
or  hypermetropia  by  measuring  the  distance  between 
the  perforation  of  the  mirror,  and  the  point  at  whicli 
the  last  ray  was  seen,  has  been  unsuccessful,  owing  to 
the  varying  size  of  the  pupil. 

The  ophthalmometer  of  Javal  and  Schiotz,  and 
Tweedy’s  optometer,  can,  I think,  be  more  conveniently 
considered  when  treating  of  astigmatism. 
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CHAPTER  V 

RETINOSCOPY 

Retinoscopy,  or  the  shadow  test,  is  deservedly  one 
of  the  most  popular  objective  methods  of  estimating 
the  refraction  of  the  eye. 

It  has  the  great  advantage  of  being  easily  learnt, 
and  can  be  carried  out  quickly,  saving  much  time  in 
difficult  cases  of  astigmatism;  it  is  especially  useful 
in  young  children,  in  amblyopic  patients,  and  in 
malingerers ; besides,  it  enables  very  small  degrees  of 
astigmatism  to  be  detected  which  but  for  this  method 
would  probably  escape  notice.  Retinoscopy  may  be 
carried  out  either  with  a plane  or  a concave  mirror. 

The  plane  mirror  is  now  almost  universally  used ; 
the  shadows  are  better  seen,  and  the  results  obtained 
are  more  exact  than  with  the  concave  mirror. 

The  observer  who  has  not  good  vision,  I-,  is  at  a 
disadvantage  in  employing  retinoscopy,  as  he  will  see 
the  shadows  less  clearly ; he  should  therefore  wear 
his  own  correcting  glasses  if  he  has  any  error  of 
refraction. 

Light. — A good  light  for  retinoscopy  is  the  incan- 
descent focal  lamp  of  16  candle-power.  These 
lamps  are  made  with  one  side  of  ground  glass,  the 
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other  clear,  and  the  filament  in  the  shape  of  a 
gridiron  so  as  to  give  a greater  light  surface.  For 


Fig.  51. 


retinoscopy  the  transparent  side  of  the  lamp  is  turned 
towards  the  observer,  the  ground  side  being  re- 
served for  the  ordinary  ophthalmoscopic  examination. 


Pig.  62. 


Where  the  electric  light  is  not  available  a gas 
Argand  bnmer  or  an  oil  lamp  may  be  need : the 
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flame  should  be  of  fair  size  with  well-defined  edges. 
The  light  should  be  on  a bracket  which  can  be  moved 
in  any  direction. 

The  light  is  usually  placed  over  the  patient’s  head 
and  slightly  behindj  so  as  to  leave  the  eyes  in  shade 
(Fig.  51).  Some  observers  prefer  a bright  screened 
light,  coming  from  a diaphragm  opening  of  5 to  10  mm., 
placed  2 cm.  from  the  mirror  (Fig.  52) ; the  illumina- 
tion is  brighter  the  nearer  the  light  is  to  the  mirror. 

A dark  room  is  an  advantage^  otherwise  the 
curtains  of  the  room  must  bo  drawn  ; for  the  darker 
the  room  the  easier  is  retinoscopy 

Retinoscopy  with  the  Plane  Mirror. 

Most  modern  ophthalmoscopes  are  provided  with  a 
suitable  plane  mirror.  The  drawing  below  shows  a 
simple  and  convenient  one  for  the  pocket. 


Fig.  53. 


If  light  from  the  ophthalmoscope  lamp  be  reflected 
into  the  eye  by  means  of  a plane  mirror,  at  a dis- 
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tance  of  a metro  or  so,  an  observer  looking  through 
the  sight-hole  of  the  mirror  will  notice  the  ordinary 
red  fundus  reflex;  on  slightly  rotating  the  mirror,  the 
illuminated  area  of  the  pupil  may  disappear  (or,  what 
may  be  more  easily  seen,  the  edge  of  the  shadow 
bounding  this  illuminated  area  may  appear),  on  the 
same  side  as  the  rotation  or  in  the  opposite  direction, 
according  to  the  refraction  of  the  eye  under  observa- 
tion : thus  if  the  mirror  be  rotated  to  the  right,  and 
the  edge  of  the  shadow  move  across  the  pupil  also  to 
the  right,  t.  e.  in  the  same  direction  as  the  rotation  of 


I'lG.  54. 


the  mii-ror,  the  case  is  one  of  hypermetropia ; whereas 
if  the  shadow  had  moved  in  the  opposite  direction  to 
the  mirror,  the  case  Avould  be  one  of  myopia. 

This  method  of  employing  retinoscopy  is  so  simple 
that  a feAV  practical  trials  will  suffice  to  make  it 
understood,  although,  of  course,  as  in  all  other  mani- 
pulations some  little  practice  is  required  in  giving  to 
the  mirror  the  necessary  movements,  and  in  enabling 
one  to  appreciate  Avhat  is  seen. 

The  illumination  and  shadows  we  see  arc  an  imago 
of  the  lamp  Avith  the  surrounding  shadoAV  formed  on 
the  retina  of  the  observed  eye. 
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^\  lien  diverging  rays  of  light  fall  on  a plane 
mirror  they  are  reflected  as  diverging  rays,  as  if 
coming  from  a point  behind  the  mirror ; so  that  the 
image  of  the  plane  mirror  is  a virtual  one : the 
diverging  rays  passing  through  the  pupil  of  the  eye 
under  observation  are  brought  more  or  less  to  a focus 
according  to  the  refractive  condition  of  the  eye ; on 
rotating  the  mirror  in  one  direction  the  retinal  image 
will  move  in  the  same  direction.  The  following 
diagram  will  help  to  make  this  clear. 


Fio.  55. 


Eays  of  light  from  L fall  on  the  plane  mirror  A,  and 
are  reflected  as  divergent  rays  into  the  eye  as  if 
coming  from  point  G behind  the  mirror ; these  rays 
focus  on  the  retina  at  c.  On  tilting  the  mirror  into 
position  B,  the  rays  from  L diverge  from  the  mirror 
(as  if  coming  from  h)  and  focus  at  D ; therefore  the 
real  movement  of  the  light  on  the  retina  is  with  the 
mirror.  Hence  the  movement  of  the  retinal  image 
is  always  with  the  mirror ; but  as  these  movements 
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are  seen  through  the  dioptric  system  of  the  eye,  and 
thereby  undergo  refraction,  the  apparent  may  differ 
from  tlie  real  movements. 

The  retinal  image  the  observer  sees  of  the  lamp 
and  its  surrounding  shadow  are  formed  in  the  same 
manner  as  all  other  images. 

In  hypermetropia  the  final  image  of  the  lamp  and 
its  surrounding  shadow,  produced  by  the  plane 
mirror,  is  an  erect  one  formed  behind  the  eye,  and  as 
it  is  viewed  through  the  dioptric  system  of  the  eye,  it 
therefore  moves  with  the  mirror  (Fig.  44). 

In  myopia  the  final  image  is  an  inverted  one,  pro- 
jected forwards.  This,  therefore,  moves  against  the 
mirror  (Fig.  45). 

If,  however,  the  observer  be  nearer  than  the 
patient’s  far  point  the  image  will  move  with  the 
mirror.  This  is  the  case  in  low  degrees  of  myopia, 
where  the  patient’s  far  point  is  beyond  120  cm. 

Therefore,  if  the  image  move  against  the  mirror, 
the  case  is  certainly  one  of  myopia.  If  it  move  with 
the  mirror,  it  is  most  likely  one  of  hypermetropia; 
but  it  may  be  emmetropia,  or  a very  low  degree  of 
myopia  ( — *50  D.). 

The  movements  tell  us  the  form  of  ametropia  we 
have  i.o  deal  with.  The  extent  of  the  movements  on 
rotation  of  the  mirror,  the  clearness  of  the  image, 
and  the  brightness  of  its  edge,  enable  us  to  judge 
approximately  the  amount  of  ametropia  to  be  cor- 
rected; some  practice,  however,  is  required  before 
we  can  form  an  opinion  with  anything  like  accuracy. 

The  extent  and  rate  of  movement  is  always  in 
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inverse  proportion  to  the  ametropia ; the  greater  the 
error  of  refraction^  the  less  the  movement^  and  the 
slower  does  it  take  place.  This  may  be  explained  in 
the  following  way : 

Suppose  A to  be  the  image  of  a luminous  point 
formed  on  the  retina^  and  that  a line  be  drawn  from 
A,  through  the  nodal  point  B to  c.  Now^  if  the  case 
be  one  of  myopia  (Fig.  56)^  an  inverted  projected 
image  of  a is  formed  somewhere  on  this  line,  say  at 
c.  The  higher  the  myopia,  the  nearer  to  the  nodal 


Fig.  56. 


point  will  this  image  be ; and  hence  we  may  suppose 
it  formed  as  near  as  d.  If  the  mirror  be  now  rotated, 
so  that  it  take  up  the  position  of  the  dotted  line  m',  c 
will  have  moved  to  c,  and  n to  d ; hence  it  is  clear 
that  c has  made  a greater  movement  than  n. 

Had  the  case  been  one  of  hypermetropia  (Fig.  57), 
the  image  would  have  been  projected  backwards, 
and,  as  in  myopia,  the  higher  the  degree  of  error  the 
nearer  to  the  nodal  point  is  the  image  formed. 

In  this  case  the  line  from  the  nodal  point  b to  a is 
prolonged  backwards,  and  the  image  of  the  luminous 
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point  in  a low  degree  of  hypermetropia  is  formed  say 
at  c,  and  in  a higlier  degree  say  at  n.  On  moving 
tlie  mirror  into  tlie  position  of  the  dotted  line  m',  c 
moves  to  c,  and  d to  d ; hence  it  is  cleai'  that  c has 
made  a greater  movement  than  D. 

Fig.  57. 


Therefore,  as  the  ametropia  increases,  the  extent 
of  the  movement  of  the  image  decreases.  The  clear- 
ness of  the  image  and  the.  brightness  of  its  edge 
decrease  as  the  ametropia  increases. 

Artificial  Cycloplegia. — A mydriatic  is  not  abso- 
lutely essential  still,  when  we  have  to  examine  young 
people  and  children,  the  nse  of  atropine  is  certainly 
advisable.  In  the  first  place,  the  dilatation  of  the 
pupil  renders  our  examination  so  much  easier;  and 
secondly,  atropine  enables  us  to  arrive  at  a more 
accurate  estimation  by  thoroughly  paralysing  the 
accommodation  : for  although  the  examination  take 
place  in  a dark  room,  and  with  the  patient  looking 
into  distance,  it  must  be  remembered  that  there  is 
often  (especially  in  the  case  of  children)  some  accom- 
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modation  still  in  force ; or  there  may  he  spasm  of  the 
ciliary  muscle. 

In  persons  over  the  age  of  twenty^  atropine  is  not 
usually  employed,  owing  to  the  great  discomfort 
entailed  by  its  paralysing  effect  on  the  ciliary  muscles, 
which  lasts  for  seven  or  eight  days,  and  because  the 
use  of  this  drug  has  occasionally  produced  glaucoma 
in  people  beyond  middle  life ; we  may,  however,  wish 
to  dilate  the  pupils  with  a mydriatic  that  acts  fully 
and  quickly,  the  effects  of  which  last  but  a short  time. 
The  most  convenient  combination  for  this  purpose  is — 

jt.  Hoinatropiu®  Hydrobroinatis,  gr.  iv ; 

Cocainae  Hydrochloratis,  gr.  x ; 

Acidi  Sa'icylici,  gr.  j ; 

Aq.  Destillatse, 

Ft.  guttaj. 

One  drop  of  this  solution  applied  two  or  three 
times  at  intervals  of  ten  minutes  produces  rapidly  a 
maximum  dilatation  of  the  pupil,  which  passes  off  in 
about  twelve  hours. 

Another  great  advantage  of  a mydriatic  is  that  the 
refraction  at  the  macula  can  be  measured,  whereas 
when  the  pupil  is  not  dilated  we  have  to  be  satisfied 
with  the  refraction  at  the  optic  discs,  which  may 
occasionally  vary  considerably  from  that  found  at  the 
macula  : the  estimation  of  the  refraction  at  the  macula 
constitutes  one  of  the  chief  advantages  that  retino- 
scopy  possesses  over  the  measurement  obtained  by 
the  direct  method. 

Therefore  atropine  should  be  used  either  in  the 
form  of  drops  or  ointment — 
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1.  In  all  cases  of  concomitant  squint. 

2.  In  liypermetropes  under  twenty. 

3.  In  cases  of  defective  vision  under  eighteen^  due 
to  myopia  or  astigmatism. 

Homatropine  and  cocaine  may  be  used  with  ad- 
vantage— 

1.  In  all  cases  of  astigmatism  over  twenty. 

2.  Where  the  correction  by  glasses  has  failed  to 
relieve  a patient’s  discomfort. 

In  all  persons  over  thirty,  care  should  be  taken  to 
estimate  the  tension  of  the  eye  before  applying  a 
mydriatic,  and  when  it  has  been  applied  a drop  of  a 
solution  of  eserine  (gr.  j to  ^j)  should  be  instilled 
into  the  eye  after  the  examination  is  completed. 

In  patients  above  the  age  of  twenty-five  a mydriatic 
is  not  always  necessary ; many  simple  cases  of  astig- 
matism can  be  worked  out  rapidly  and  accurately 
without  one. 

Remember  the  patient  must  not  look  directly  at  the 
mirror,  but  slightly  inwards  when  using  retinoscopy 
without  a mydriatic. 

To  proceed  now  to  the  estimation  of  the  refraction 
by  retinoscopy. 

The  patient  being  seated  in  the  dark  room,  the 
pupils  dilated,  and  the  lamp  over  his  head,  we  place 
a pair  of  trial  frames  on  his  face  and  take  up  our 
position  120  cm.  in  front,  with  a plane  mirror.  The 
patient  is  then  directed  to  look  at  the  centre  of  the 
mirror,  so  that  the  light  from  the  lamp  may  be 
reflected  along  the  visual  axis  of  the  right  eye.  On 
looking  through  the  perforation  of  the  mirror  we  get 
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tiio  ordinary  fundus  reflex,  bright  if  the  patient  be 
emmetropic,  less  so  if  he  be  ametropic ; and  the 
greater  the  ametropia,  the  less  bright  will  the  fundus 
reflex  be.  We  now  rotate  the  mirror  on  its  vertical 
axis  to  the  right ; if  a vertical  shadow  come  across 
the  pnpil  from  the  patient’s  right,  i.  e.  in  the  same 
direction  as  the  movement  of  the  mirror,  or,  what  is 
the  same  thing,  if  the  shadow  move  in  the  same  direc- 
tion as  the  circle  of  light  on  the  patient’s  face,  the 
case  is  one  of  hypermetropia.  Should  the  edge  of 
the  image  appear  well  defined  and  move  quickly,  in 
addition  to  a bright  fundus  reflex,  we  infer  that  the 
hypermetropia  is  of  low  degree,  and  proceed  to  cor- 
rect it.  First  place  a weak  convex  glass,  say  -f  '50  D., 
before  the  eye  in  the  spectacle  frame ; if  the  shadow 
still  move  with  the  mirror  we  change  the  glass  for  -f 
1 D.,  then  -}-  F5  D.,  and  so  on,  until  we  And  the  glass 
with  which  no  distinct  shadow  can  be  seen. 

Supposing  this  to  be  -P  2 D.,  and  that  on  trying 
-p  2'5  D.  the  shadow  move  against  the  mirror,  -f  2 D. 
is  put  down  as  the  correcting  glass.  Had  we  obtained 
a reverse  shadow  concave  glasses  must  be  emiDloyed, 
proceeding  exactly  as  before,  commencing  with  a 
weak  concave  glass,  putting  up  stronger  and  stronger 
concave  lenses  until  we  have  neutralised  the  shadow. 
This  is  put  down  as  the  correcting  glass. 

These  glasses  are  not  the  exact  estimate  of  the 
refraction,  because  the  observer  is  not  sitting  at 
infinity,  but  at  120  cm.  from  the  eye,  so  that  when 
no  shadow  is  obtained  we  are  sitting  practically  at 
the  patient’s  far  point. 
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Therefore  the  hypermetropia  is  over-corrected  1 D. 
and  the  myopia  is  under-estimated  1 D. ; so  in  hyper- 
metropia we  deduct  1 D.  and  in  myopia  we  add  1 D. 
to  the  correcting  glass. 

To  sum  up,  if  the  shadow  move  with  the  mirror,  it 
may  be  weak  myopia  if  + ‘50  D.  obliterate  the  shadow  ; 
emmetropia  if  -f  1 D.  neuti’alise  it;  hypermetropia 
if  a stronger  glass  is  required : when  the  shadow 
moves  against  the  mirror  it  is  a case  of  myopia. 

In  high  myopia  a strong  concave  glass  has  to  be 
used  for  the  correction ; the  light  from  the  mirror  is 
so  spread  out  in  passing  through  this  lens  that  fewer 
rays  pass  into  the  eye,  therefore  the  illumination  is 
not  so  good  as  in  other  states  of  refraction,  and  the 
examination  becomes  more  difficult. 

The  points  to  be  observed  are — (1)  the  direction  of 
the  movement  of  the  image,  as  indicating  the  kind  of 
ametropia;  (2)  the  rate  and  amount  of  movement,  (3) 
the  brightness  of  the  edge  of  the  image,  and  (4)  the 
amount  of  fundus  reflex  all  indicate  the  degree  of 
ametropia. 

We  have  taken  notice  only  of  the  horizontal  axis, 
but  any  other  meridian  will,  of  course,  do  equally 
well,  if  the  case  be  one  of  hypermetropia  or  myopia 
simply.  If,  however,  the  case  be  one  of  astigmatism, 
then  the  refraction  of  the  two  chief  meridians  will 
differ. 

In  astigmatism,  the  image  of  the  flame  of  the  lamp 
formed  on  the  retina  is  distorted  so  as  tc  be  more  or 
less  of  an  oval  form,  according  to  the  position  of  the 
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retina  and  the  maximum  and  minimum  curvatures  of 
the  cornea  (Fig.  76). 

So  that,  in  astigmatism,  the  image  on  the  retina  may 
be  more  or  less  of  an  oval,  instead  of  being  either  a 
small  well-defined  image  of  the  lamp,  or  a circle  of 
diffusion,  as  in  the  case  of  emmetropia,  myopia,  or 
hypermetropia.  This  oval  may  have  its  edges  hori- 
zontal and  vertical ; frequently,  however,  they  are 
more  or  less  oblique,  as  shown  in  the  following 
figures  (Fig.  58). 


Fig.  58. 


Oblique  shadows  in  astigmatism. 


The  oblique  movements  of  the  shadows  are  inde- 
pendent of  the  direction  in  which  the  mirror  is 
rotated. 

This  obliquity  is  produced  thus  (Fig.  59) : — If  we 
cut  a circular  opening  in  a piece  of  cardboard  to 
represent  the  pupil,  and  then  place  behind  it  an  oval 
piece  of  card  which  is  to  represent  the  shadow,  so  that 
that  part  of  its  edge  which  occupies  the  pupil  has  an 
oblique  position,  then  on  moving  the  card  across  in 
the  direction  o n,  it  has  the  appearance  of  moving  in 
the  direction  o c,  at  right  angles  to  the  edge  of  the 
card.  Hence  the  direction  of  the  shadow’s  movement 
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is  deceiving,  and  its  oblique  edge  is  due  to  the  fact 
that  only  that  edge  which  coincides  in  direction  with 
one  of  the  principal  meridians  is  seen  well  defined  by 
the  observer.  Therefore  the  apparent  movements 
correspond  with  the  edge  of  the  shadow. 


Fig.  59. 


The  same  takes  place  in  astigmatism,  the  two  chief 
meridians  of  which  are  parallel  and  perpendicular  to 
the  edge  of  the  shadow.  In  retinoscopy,  therefore, 
when  the  edge  of  the  image  is  oblique,  we  know  at 
once  that  the  case  is  one  of  astigmatism. 

Another  characteristic  appearance  that  will  be 
sometimes  met  with  in  astigmatism  is,  that  the  fundus 
illumination  may  assume  a band-like  shape  something 

Fig.  60.  Fjo.  ei. 


like  Fig.  60  ; and  on  tilting  the  mirror  on  an  axis 
parallel  to  this  band,  a dark  shadow  will  appear  to 
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como  from  both  edges  of  the  pupil  at  once,  uniting  in 
the  centre  to  form  a black  band,  leaving  the  upper 
and  lower  part  of  the  fundus  illuminated  as  shown  in 
Fig.  61.  This  band  is  parallel  with  one  of  the  chief 
meridians,  and  indicates  the  point  of  exact  neutralisa- 
tion of  the  meridian  at  right  angles  to  it.  The  effect 
is  due  to  the  retinal  images  being  now  in  the  form  of 
a line  (see  Figs.  76  and  77,  ii  and  vi). 

This  variety  of  movement  of  the  shadow  is  some- 
times spoken  of  as  “the  scissor  movement.” 

Supposing  we  take  a case  in  which  the  meridians 
are  horizontal  and  vertical,  we  judge  if  one  shadow 
be  more  distinct  or  quicker  in  its  movements  than  the 
other,  though  it  is  not  always  easy  to  recognise  the 
presence  of  astigmatism  at  once,  so  that  it  may  be 
necessary  to  correct  one  meridian  before  we  can  be 
certain.  If  the  shadow  move  with  the  mirror  in 
all  meridians,  we  first  take  notice  of  the  vertical  one, 
and  put  up  in  front  of  the  patient,  in  the  spec- 
tacle frame,  convex  spherical  glasses,  until  the  glass 
which  neutralises  the  shadow  has  been  found.  This 
is  put  down  as  the  correcting  glass  for  the  vertical 
meridian;  let  us  suppose  that  glass  to  be  + 2 D. 
We  next  take  notice  of  the  horizontal  meridian, 
and  if  + 2 D.  is  also  the  glass  which  neutralises  the 
shadow,  then  of  course  we  know  the  case  is  one  of 
simple  hypermetropia.  But  supposing  the  convex 
glass  had  been  + 4 D.,  we  indicate  it  conveniently 
thus : 


+ 2 D. 

— +4  D. 
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The  case  is  one  of  compound  hypermetropic  astigma- 
tism, and  will  require  for  its  correction  -f-  2 D.  sphere 
combined  with  -f  2 D.  cylinder  axis  vertical. 

We  will  take  another  case — that  in  which  the  verti- 
cal meridian  is  neutralised  by  a — 2 D.,  while  in  the 
horizontal  meridian  + 2 D.  is  required. 


— 2 
— + 


I). 

2 D. 


Uere  we  have  a case  of  mixed  astigmatism,  Avhich 
can  be  corrected  in  either  of  the  three  following 
ways  : 

1st.  — 2 D.  cylinder  axis  horizontal  combined  with 
-t-  2 D.  cylinder  axis  vertical ; this  is  a plan  seldom 
used,  and  is  not  so  easy  to  work  with  as  a sphere  and 
a cylinder. 

2nd.  — 2D.  sphere  combined  with  -f  4 D.  cylinder 
axis  vertical,  or 

3rd.  -f  2 D.  sphere  combined  with  — 4 D.  cylinder 
axis  horizontal.  This  last  is  perhaps  the  preferable 
plan. 

Supposing  the  axis  of  the  shadow  to  be  oblique 
(Fig.  58),  we  know  at  once  that  astigmatism  exists, 
and  we  proceed  to  correct  each  meridian  separately, 
moving  the  mirror  at  right  angles  to  the  edge  of  the 
shadow,  not  horizontally  and  vertically.  We  judge 
of  the  amount  of  obliquity  by  the  eye,  and  can  fre- 
quently tell  within  a few  degrees.  If  the  vertical 
meridian  be  20°  out,  and  require  for  its  correction 
— 2 D.,  and  the  axis  at  right  angles  to  this  (which  will 
therefore  be  at  110°)  require  — 3 D.,  we  express  it  as 

7 
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in  Fig.  62,  and  correct  it  witli  sphere  — 2D.  com- 
bined with  cylinder  — ID.  axis  20° ; this  case  is  one 
of  compound  myopic  astigmatism. 

Often  one  is  able  to  put  up  the  cylinder  in  the 
spectacle  frame  with  the  exact  degree  of  obliquity. 

Having  found  the  glasses  which  correct  the  two 
meridians,  we  put  up  the  combination  in  a spectacle 
trial  frame,  and  if  we  now  get  no  shadow  the  glasses 
are  assumed  to  be  the  right  ones,  and  we  j^roceed  to 
confirm  it  by  trying  the  patient  at  the  distant  type, 
making  any  slight  alteration  that  ]uay  be  necessary. 

When  employmg  retinoscopy  the  sectors  of  the 
lens  often  show  up  very  plainly  (when  no  opacity  is 


Fig.  62. 


to  be  seen).  This  may  be  the  earliest  sign  of  a 
commencing  pathological  process  in  the  lens. 

In  irregular  astigmatism  retinoscopy  does  not  give 
satisfactory  results,  the  shadows  being  indefinite  and 
irregular.  In  conical  cornea  the  shadow  may  appear 
circular,  occujiying  that  portion  of  the  cornea  which 
is  between  the  centre  and  the  edge  of  the  cornea;  on 
tilting  the  mirror  the  shadow  appears  to  run  round 
the  base  of  the  cone  in  a circular  direction. 
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A further  modification  of  retinoscopy  which  may 
sometimes  be  useful  is  that  proposed  by  Dr.  Jackson, 
of  Philadelphia.  The  object  is  to  find  out  the  point  of 
reversal  of  the  image.  Thus,  if  a patient  be  a myope 
of  2 D.,  the  observer,  at  a distance  of  a metre,  sees 
the  shadow  moving  against  the  mirror;  on  coming 
near  he  will  find  the  image  disappear  at  50  cm.,  and 
on  coming  still  closer  the  image  will  move  with  the 
mirror;  the  point  of  reversal  is  therefore  at  50  cm. 
By  dividing  the  distance  of  the  point  of  reversal 
into  100  cm.  we  arrive  at  the  patient’s  error.  If  the 
point  of  reversal  is  at  25  cm.,  then  the  myopia  will 
be  4 D. 

In  order  to  use  this  method  satisfactorily,  one  or 
two  points  require  attention. 

In  Simple  Myopia. — When  the  observer’s  eye  has 
come  quite  close  to  the  patient’s,  say  one  eighth  of  a 
metre,  and  the  inverted  image  is  still  seen,  it  is  best 
to  place  a concave  lens  ( — 8 D.)  before  the  patient’s 
eye  and  then  estimate  the  amount  of  myopia  uncor- 
rected ; by  adding  this  to  the  amount  which  the  lens 
used  has  corrected  we  determine  the  total  myopia 
present.  It  is  evident  that  if  the  point  of  reversal  is 
close  to  the  eye  the  error  of  a few  centimetres  as  to 
its  position  entails  an  error  of  some  dioptres  in  the 
amount  of  myopia  present.  Therefore  we  place 
before  the  patient’s  eye  a concave  glass  strong 
enough  to  remove  the  point  of  reversal  a metre  or  so 
from  the  eye. 

In  Eypermetropia.—VlncQ  before  the  patient’s  eye 
a convex  glass  strong  enough  to  over-correct  the 
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liypermetropia.  Then  by  the  method  given  above, 
determine  the  degree  of  myopia  so  produced.  Deduct 
this  amount  of  myopia  from  the  strength  of  the 
convex  glass  used ; this  will  give  the  amount  of  hyper- 
metropia  present.  Sujipose,  for  example,  the  hyper- 
metropia  amounts  to  four  dioptres  : place  before  the 
eye  + 5 D.,  it  is  found  that  one  dioptre  of  myopia  is 
produced ; the  point  of  reversal  being  at  1 metre. 
Therefore  to  estimate  liypermetropia  by  this  method 
a convex  lens  must  always  be  used. 

Emmef.ro pia. — A weak  convex  lens  being  placed 
before  the  eye,  the  point  of  reversal  will  be  found  to 
equal  the  strength  of  the  lens  used. 

Regular  Astigmatism. — We  find  the  point  of  rever- 
sal for  each  of  the  principal  meridians. 

Retinoscopy  with  the  Concave  Mirror. 

When  the  concave  mirror  is  used,  then  the  move- 
ments of  the  shadows  are  in  the  opposite  direction 


Fio.  C3. 


to  those  obtained  with  the  plane  mirror.  Diverging 
rays  of  light  falling  on  the  concave  mirror  converge 
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and  form  an  inverted  image  of  tlie  lamp  between  the 
observer  and  tlie  patient,  and  this  image  becomes  the 
object.  From  this  imago  rays,  diverge.  Some  of 
them  enter  the  pupil  of  the  observed  eye,  and  are 
brought  more  or  less  to  a focus  on  the  retina,  accord- 
ing to  the  refraction  of  the  eye. 


Fig.  64. 


Hence,  with  the  concave  mirroi*,  the  image  suffers 
another  inversion,  therefore  the  image  on  the  retina 
always  moves  against  the  movement  of  the  mirror, 
which  is  the  reverse  of  that  obtained  with  the  plane 
mirror. 


Fio.  65. 


A few  cases  from  my  note-book  will  do  more  than 
any  description  to  elucidate  the  subject  of  retino- 
scopy  with  the  plane  mirror. 
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Case  1.  Spasm  of  the  Ciliary  Muscle. — Boy,  let.  10 
years,  is  brought  because  be  is  unable  to  see  the 
blackboard  at  school. 

R.V.  t:\-1  D.=§. 

L.V.t"__i  D.=f. 

Retinoscopy. — Bright  fundus  reflex,  shadows  move 
against  the  mirror.  Direct  method,  the  discs  clearly 
seen  without  a glass. 

Gufctsa  Atro]i.,  gr.  iv  to  ^j. 

Ter  in  die. 

On  the  third  day  the  pupils  are  found  well  dilated. 

Retinoscopy  gave  + 3 D.  in  both  eyes. 

On  trying  the  patient  with  the  test-type, 

R.V.  + 2 D.  = f 
L.V.  + 2 D.  = §. 

Thi.s,  therefore,  was  a case  of  hypermetropia  with 
spasm  of  the  ciliary  muscle  simulating  myopia.  Such 
cases  are  very  common,  and  one  should  always  be  on 
the  look-out  for  them. 

Case  2.  Uypermetrop>ia. — A young  woman  tet.  15, 
suffering  from  blepharitis. 

R.V.  A Hm.  1 D.  = f. 

L.V.  A Ilm.  1 1).  = A. 

fliittoj  Atrop.,  gr.  iv  1o  Jj. 

Ter  in  die. 

On  the  fourth  day  the  patient  returns  for  examina- 
tion. With  the  mirror  the  fundus  reflex  is  moderate ; 
the  shadow  moves  slowly  with  the  mirror.  On  trying 
-f  2 D.  the  illumination  improves,  and  the  shadows 
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are  more  distinct  and  move  quicker;  + 4 D.  neu' 
tralises  tlie  shadow. 


This  patient  has,  therefore,  a total  hypermetropia 
of  + 3-5,  taking  off  + 1 D.  for  the  atropine. 

+ 2-5  D.  ordered  for  constant  use. 

Case  3.  Myopia.— A young  man  mt.  18  complains 
that  he  is  unable  to  see  distant  objects  well. 


After  using  atropine  for  three  days  the  eyes  are 
again  examined.  The  shadows  move  against  the 
movements  of  the  mirror.  — 2D.  neutralises  the 
shadow  in  both  eyes. 


— 3D.  ordered  for  constant  use. 

Case  4.  Mrjopia. — Man  ast.  30  complains  of  seeing 
distant  objects  badly,  but  has  no  difficulty  with  near 
work. 


After  three  applications  of  homatropine  and 
cocaine  the  pupils  are  found  to  be  well  dilated. 
Detinoscopy : 


R.V.  + 3-5  D.  = f 
L.V.  + 3-5  D.=A. 


R.V.-3  D.  = f 
L.V.-3  D.  = g. 


-1-5 

R, 1-5 


R.V.-2-25  D.  = A. 
L.V.-2'25  D.  = a. 


Ordered  for  distance  — 2'2.5  D. 
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Case  5.  Gompound  IIij  per  metro  pic  Astigmatism. — 
A man  mt.  20  : 

R.V.  II 111.  4 D.  = §. 

L.V.  Ilm.  4 D.=y“j. 


Under  atropine,  right  eye  at  distant  type  sees  only 
Fundus  reflex  very  dull,  movements  of  shadow 
slow  and  with  the  mirror.  On  putting  up  + 5 D. 
the  reflex  is  much  brighter,  the  edge  of  the  shadow 
distinct,  and  its  movements  quicker.  We  try  + 6, 
7,  8,  9,  and  the  last  gives  a shadow  against  the 
mirror.  On  trying  the  eye  at  the  distant  type  with 
+ 8 D.  A and  four  letters  of  are  at  once  read. 
No  alteration  in  the  glass  improves  sight. 

Left  eye  : the  fundus  reflex  and  movements  are  the 
same  as  in  the  rigid.  We  commence  by  trjdng  + 8 D., 
which  we  found  the  other  eye  required.  In  the 
vertical  meridian  the  movement  is  with  the  mirror, 
while  + 9 D.  causes  it  to  move  against.  In  the 
horizontal  meridian  with  + 8 D.  the  shadow  moves 
against  the  mirror,  and  + 7 D.  causes  it  to  move 
with.  We  express  it  thus  : 


+ 8 I). 

— + 7 I). ; 


and  on  trying  the  combination  at  the  distant  type, 

+ 7 1).  sp. 

+ 1 b.  cy.  iixis  liorizmitiil, 

the  patient  is  able  to  read  ; on  decreasing  the 
sphere  from  7 I),  to  6'5  U.,  ^ is  read,  so  that  the 
proper  correction  for  this  eye  is — 

+ 6'5  D.  sp. 

+ 1 D.  cy.  iixis  horizontal ; 
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in  tills  case,  tlierefore,  liyperineti'opia  was  p-esent  in 
one  eye,  compound  liyperiiietropic  astiginatisni  in  the 

other. 

Case  6.  Astigmatism.— Yoang  woman  mt.  17  sees 
with  each  eye  - 1 D.  = Retinoscopy  with- 

out atropine — 


Ordered  guttte  atropite  sulphatis,  gr.  iv  to  three 
times  a day  in  each  eye,  for  three  days;  then  with 
retinoscopy  the  result  is — 


I! 


-2'5  D. 


— Em. 


_ —-50  D.  sp. 
— 2’5  D.  cy. 

-2  D. 


axis 


horizontal,  reads 


+ -50  D.  reads 

— 3 D.  cy.  axis  130° 


G 

O’ 


After  recovering  from  atropine  the  result  was  con- 
firmed, and  the  following  correction  ordered  to  he 
worn  constantly : 

R. 

— 2'5  D.  cy.  axis  horizontal. 

L.  -3  D.  cy.  axis  130°. 

Case  7.  Mixed  Astigmatism. — Mary  E — , mt.  15, 
pnpil-teacher,  brought  up  from  Cardiff  about  her 
eyes ; suffers  much  from  headache  and  pain  in  the 
eyeballs,  especially  the  right,  worse  in  the  evenings. 
Has  tried  many  opticians  to  get  spectacles  to  suit 
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her,  but  has  always  been  unable  to  do  so.  K.  Y. 
slightly  improved  with  — ID.  L.  V.  3^  also  slightly 
improved  with  — ID.  On  ^^lacing  the  patient  in  the 
dark  room,  retinoscopy  at  once  shows  the  case  to  be 
one  of  mixed  astigmatism,  with  the  chief  meridians 
horizontal  and  vertical ; we  jiTOceed  to  coi’rect  each 
meridian,  and  the  result  is — 


K.— 


-5  D. 

— + 1 D. 


L.- 


-5  D. 

— + 1-5D. 


On  ti’ying  this  combination  before  the  right  eye,  ^ 
s read.  We  express  the  vision  of  right  eye  thus : 

R./jf+  SO  D.  sp.O  — 6 D.  cy.  axis  l)onzoiital  = yV. 

With  the  left  eye  the  combination  gives,  with  the 
cylinder  not  quite  horizontal,  but  slightly  outwards 
and  downwards, 

L.-3“g^+  1 D.  sp.O  — G D.  cy.  axis  170°  = f. 

The  patient  reinarked  that  she  had  never  seen  things 
so  clearly  before.  The  result  was  very  satisfactory, 
and  was  arrived  at  in  about  ten  minutes,  thus  saving 
an  infinite  amount  .of  time  and  trouble,  which  would 
have  been  required  to  work  out  such  a case  by  any  of 
the  older  methods.  Ordered  guttm  atropim  sulphatis, 
gr.  iv  to  3j,  three  times  a day  for  four  days,  Avhen  the 
result  Avas — 

-4  1).  -4  1). 

R.— j— +2D.  L. + 2 1). 

R.V./n+  1-5  1).  sp.O-G  1).  cy.  nxis  176°  = f. 

L.V.u'L  + 1'6  I).  sp.O-G  I),  cy.  iixis  170°  = ^. 
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In  this  case  the  glasses  were  again  tihecl  after  atro- 
pine was  recovered  from,  and  the  following  glasses 
ordered,  which  were  of  course  to  he  Avorn  con- 
stantly : 

+'75  I),  sp.  + 1 D.  sp. 

’ — (j  D.  cy.  axis  175“.  — 5‘5  D.  cy.  axis  170°. 

Case  8.  Astigmatism. — Mr.  C — , a3t.  24,  has  noticed 
that  for  the  past  few  years  the  eyes  become  very 
tired  at  night,  especially  when  much  writing  or 
reading  has  been  done;  he  thinks  he  sees  distant 
objects  less  clearly  than  formerly. 

R.  V.  not  imjAroved  with  convex  or  concave 
spheres  ; with  pin-hole  test 

L.  Y.  not  improved  with  convex  or  concave 
spheres ; Avith  pin-hole  test 

After  using  atropine  for  four  days,  retin oscopy  gave 
the  folloAving  results  : 


R.— 


+ 3 D. 


+ 2-6  D. 


— + -5D.  L. + -5D. 


R.V.  + 2'5  D.  cy.  axis  160°=-§-.  L.V.  + 1'5  D.  axis  cy.  165° 


We  direct  the  patient  to  return  after  the  effects  of 
the  atropine  have  passed  off,  Avhich  he  does  in  ten 
clays;  Ave  then  try  our  correction,  deducting  -f-  1 D. 
sphere  for  the.  atropine. 

ll.V.  r~AP-  L.V.  =0 

+ 2’5  1).  cy.  axis  160°  “ 1-5  1).  cy.  axis  165° 


This  correction  Avas  accordingly  ordered  to  be  Avorn 
constantly. 
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Case  9.  Astigmatism. — Sarah  K — , asfc.  21,  com- 
plains tliat  her  eyes  have  of  late  been  very  painful, 
and  she  has  also  suffered  much  from  headaches, 
which  have  sometimes  ended  with  an  attack  of  sick- 
ness. 

R.V.JL-l  D.=tV  h.y.i^-2  U.=JL. 

After  atropine,  retinoscopy  gave — 


R.- 


-1-25  D. 
— + 2 D. 


+ 2 D. 


-3-5  D. 


R.V. 

— I),  cy.  axis  lioriz. 


. G 

0 * 


L.V.  + ^ ^P-  _ 6 

— 4 D.  cy.  axis  125° 


When  the  effects  of  the  atropine  had  passed  off,  the 
correction  which  gave  the  best  results  was — 


R.V.  — 2‘25  D.  cy.  axis  lioriz.=-f. 


L V "1  ®P*  _ A 

— 4 D.  cy.  axis  125°  ** 


These  spectacles  were  ordered  to  be  worn  con- 
stantly. 

Case  10.  Simple  Hypermetropic  Astigmatism. — Jane 
Q — , mt.  11,  has  always  seen  near  objects  badly;  she 
turns  her  head  to  one  side  instead  of  looking  directly 
at  the  object. 

R.  V.  not  improved  with  spheres,  with  pin- 
hole 

L.  V.  A’j  not  improved  with  spheres,  with  pin- 
hole 

Retinoscopy  after  atropine  gives — 


R.- 


+ 2 D. 

— + c n. 


1 + 1-75  ]). 
L.— — + 5 I). 
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+ 1 T).  sp.  L.y.  . =^. 

+ 4 ir^.  axis  vert.  ^ ' + 3'5  L).  cy.  axis  vert. 

After  tlie  atropine  liad  passed  off 
11. V.  +4  D.  cy.  axis  vert.  =yV-  L.V.  + 3’5  D.  cy.  axis  vert. — i 2’ 

Spectacles  of  this  ^strength  were  ordered  for  con- 
stant use. 

Case  11.  Myopic  Astigmalism. — Jane  P , tet.  23, 
has  always  seen  rather  badly,  and  has  had  a good 
deal  of  pain  and  discomfort  in  the  eyes  for  the  past 
six  months,  especially  when  using  them  by  gas-light. 
About  a week  ago  she  noticed,  on  closing  the  left  eye, 
that  the  vision  of  the  right  was  almost  gone,  though 
she  admitted  never  having  tried  them  separately 
before;  occasionally  the  right  eye  turns  outwards. 


R.V.5U_4D.=^. 
L.V.^\-1  D.=t!V- 


Homatropine  was  applied  once,  and  at  the  end  of 
half  an  hour  retinoscopy  gave — 


R.— 


-5-5  1). 
3 D. 


L.- 


-1  D. 
i — Em. 


With  glasses  — 

-3-5  1).  ^ 

— 2‘5  D.  cy.  axis  1Y5° 
--50  I).  sp. 

— 1 D.  cy.  axis  5°  ® ' 


This  correction  was  ordered  for  constant  use. 

Case  12.  Concomitant  Convergent  Strahismtis. — 
Mabel  C— , mt.  9,  commenced  to  squint  with  the  right 
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eye  about  the  age  of  four  and  a half, 
worn  glasses. 


ll.V.3%. 


L.V. 


■JT- 


Has  never 


On  taking  the  patient  into  the  dark  room  retino- 
scopy  at  once  reveals  the  presence  of  hypermetropic 
astigmatism. 

G uttm  atropinm  sulphatis,gr.  iv  to  5],  was  prescribed, 
one  drop  to  be  applied  to  each  eye  three  times  a day 
for  three  days;  then  with  retinoscopy — 


11.- 


+ 3 

- +5 


L.- 


+ 1 D. 

- + 4 D. 


jjy  +2-5  sp. 

■ ’+3  1).  cy.  axis  vert.  ^ ^ 

^ + ’5  D.  sp.  _ g 

■ +3  U.  cy.  axis  vert.  ®(*)- 


Prescribed  for  constant  use,  deducting  d-  '50  D. 
for  atropine  : 

+ 2 D.  sp. 

+ 3 1).  cy.  axis  vert. 

L.  + 3 D.  cy.  axis  vert. 

Case  13.  Rujld  Constant  Convergent  Concomitant 
Slrahisnms. — George  A — , mt.  5.  Has  squinted  with 
the  right  eye  for  the  past  two  years.  The  angle  of 
the  squint  is  30°.  He  does  not  know  his  letters,  so  is 
ordered  guttm  atropinm  sulphatis  for  four  days.  On 
his  return  the  eyes  appear  almost  straight.  Kotino- 
scopy  gives — 


K.- 


L.- 


+ 6 
- + G 


+ 4 
— 4 5 
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We  deduct  + 1 D.  for  the  over-correction  by  retino- 
scopy,  and  -f  1 D.  for  the  atropine,  and  order  him  for 
constant  use — 


+ 3 I),  sp.  + 2 D.  sp. 

+ 1 I),  cy.  axis  | ‘ + 1 ]).  cy.  axis  | 


The  spectacles  are  made  Avith  twisted  Avire  tem- 
porals to  go  round  the  ear. 

Case  14.  Compound  Muopic  Astigmatism. — Miss 
M.  E — , mt.  22,  has  always  been  short-sighted,  but 
thinks  the  sight  has  lately  got  Avorse. 


11. V.  0% 
L.V.^V 


-6D.=VV 
-7  1).  = A 


Retinoscopy  gives  Avithout  a mydriatic — 


E.- 


-6 


5 


E. 


L. 


— 5'5  D.  sp.  _ g 

— 1 U.  cy.  axis  lioriz. 

— 6'5  D.  sp.  _ 

— ID.  cy.  axis  horiz.  ^ ■ 


These  glasses  Avere  ordered  for  constant  use. 

Case  15.  Mixed  Astigmatism. — Miss  L.  U — , mt.  54 
has  Avorn  glasses  constantly  for  the  past  tAventy  years. 

ll-V.A(=)  N.I.S.  N.I.S. 

Retinoscopy  Avithout  a mydriatic  : 


E. 


L. 


I 

-j +1  1). 

/-3-5  D. 


+ -25  D.  sp.  _ ^ 

— 4 D.  cy.  axis  170° 


E.V. 
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+ '25  D.  sp.  _ „ 

-4  D.  cy.  axis  170°“«(*)- 

Ordered  these  glasses  for  distance  ; the  patient  also 
reqnires  glasses  for  near  work^  and  reads  best  with 
this  correction  : 

+ 2'5  n.  sp. 

—4  D.  cy.  a.\is  170°. 

+ 2‘5  D.  sp. 

-4  D.  cy.  axis  170°. 

These  were  therefore  prescribed  for  near  work. 

Case  16.— George  M — , fet.  23,  complains  of  diffi- 
culty in  reading  and  aching  of  the  eyes. 

R.V.JU  N.I.S.  L.V.tJV  N.I.S. 

After  three  applications  of  homatropine  and 
cocaine,  retinoscopy  gives — 


R.— 


-1  D. 
— E. 


L.— 


-1  D. 
— E. 


R.V. 


— ■.iO  D.  sp. 

— 1 U.  cy.  axis  lioriz. 


L.V. 


— •50  D.  sp. 

— ID.  cy.  axis  horiz. 


Ordered  these  glasses  for  constant  use. 

Case  17.— James  C— , mt.  48,  has  a difficulty 
reading  at  night. 

R.V.A~1  ry.  axis  lioi’iz.  J. 

L.V.jr  — 1 D.  cy.  axis  lioriz. 


in 


lletinoscopy  : 


R.- 


E. 

— + 


1 


1 


Deducting  + 1 O.  sphere  from  this  result,  which  we 
obtained  with  retinoscopy,  gives  us— 

-ID.  cy.  axis  lioriz.  for  dislaiicc. 
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We  wish  to  add  + 1 D.  sphere  to  this  correction 
for  reading  thus  : 

+ 1 D.  sp.  + 1 O.  sp. 

-1  D.  cy.  axis  horiz.  ‘ -1  I),  cy.  axis  horiz. 

But  this  is  not  the  simplest  expression  of  the  glass;  it 
should  be — 

+ 1 D.  cy.  axis  vertical. 

This  patient  therefore  requires  two  pairs  of  glasses  : 

— ID.  cy.  axis  horizontal  for  distance. 

+ 1 D.  cy.  axis  vertical  for  reading. 

Case  18.  Myopia  with  Divergent  Strabismus. — Jane 
M — , tet.  22,  has  always  been  short-sighted  since  she 
can  remember,  and  is  now  wearing  — 3’5  D.,  which 
she  has  worn  constantly  for  the  past  three  years.  The 
left  eye  is  weaker  than  the  right,  and  turns  out  some- 
what, especially  Avhen  she  is  tired. 

K. V.J^-6  D.=^ 

L. V.ij%-6  D.=JV- 

Drops  of  homatropine  and  cocaine  were  applied 
three  times  at  intervals  of  ten  minutes.  In  half  an 
hour  the  pupils  being  Avell  dilated,  the  patient  was 
taken  into  the  dark  room  for  retinoscopy,  with  the 
following  result : 


1 

R.— 4-5  D. 


11.  V. — - V 

-•50  D.  cy. 

L V P-  ^P-  _ n 


1 D.  cy. 


= §(3). 


8 
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These  glasses  were  prescribed  for  constant  use,  and 
with  these  the  divergence  of  the  left  eye  was  cor- 
rected. 

Case  19.  Mixed  Astigmatism. — James  B — , let.  24, 
has  always  seen  badly,  and  is  very  subject  to  head- 
aches, which  affect  the  occipital  region  chiefly.  These 
headaches  are  always  made  worse  by  reading,  and 
frequently  come  on  after  a long  spell  of  near  work. 
Has  worn  glasses  constantly  for  the  past  six  years, 
but  the  present  ones  are  not  comfortable. 

E.V./o  N.i.s.  L.V.J^  N.I.S. 

Retinoscopy  without  a mydriatic  : 


L. 


+ 1 D. 


-3  D. 


R.V. 


+ 1 D.  sp. ^ 

—4  D.  cy.  ax.  165° 


_P_ 

12* 


+ 1 D.  sp. 

■_4,  D.  cy.  ax.  lioviz. 

Homatropine  and  cocaine  to  both  eyes;  after  three 
applications  the  pupils  are  found  fully  dilated. 
Retinoscopy : 


R. 


+ 3 D. 

-1-5D. 


R.V 


+ 2 D.  sp. 

— 5 D.  cy.  ax.  165° 


-H.), 


j ^ + 2 D.  sp 


4-5  D.  cy.  ax.  lioriz. 


prescribed  for  constant  use. 
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+ 1'5  D.  sp. 

— 5 D.  cy.  ax.  165°. 

+ 1-5  D.  sp. 

— 4'5  D.  cy.  ax.  hoi  iz. 


Case  20.  Mrs.  H — , tet.  50^  lias  worn  glasses  for 
near  work  for  tke  past  six  years.  During  the  last  few 
months  the  distant  vision  has  deteriorated,  and  the 
present  reading  glasses  are  not  now  satisfactory. 


E.V.f^Hra.  1 D. 
L.V.^Hm.l  D. 


Beads  best  with  + 3 D.  Ordered  + 1 D.  for  dis- 
tance, and  + 3 D.  for  near  work. 

Case  21.  Astigmatism  with  Presbyopia. — Mr.  N 

ast.  48,  sees  badly  at  all  distances  : 


+ D.  cy.  ax.  vert.  = 
L.V./y  + l-S  D.  cy.  ax.  vert.  = i. 

Reads  best  with — 


+ 11).  sp. 

+ 1'5  D.  cy.  ax.  vert. 

Ordered,  therefore,  two  pairs  of  glasses,  one  for  dis- 
tance, the  other  pair  for  near  work. 

Case  22.  Myopic  Astigmatism  with  Presbyopia.— 
Miss  K— , £et.  60,  has  difficulty  in  doing  near  work. 

— 1 E.  cy.  ax.  horiz.=5. 

1 D.  cy.  ax.  horiz.=§. 

Retinoscopy  without  a mydriatic  : 


Ordered  two  pairs  of  glasses.  Distance  - 1 D 
cy.  ax.  horizontal. 
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Reading  and  near  work — 

+ 2 D.  sp. 

+ 1 D.  cy.  ax.  vertical. 

In  most  cases  thus  worked  out  the  glasses  may  he 
ordered  at  once,  without  waiting  for  the  effects  of 
the  atropine  to  pass  off, — in  fact,  experience  teaches 
that  in  children,  it  is  a good  plan  to  continue  the 
atropine  until  the  spectacles  have  been  made  ; re- 
membering when  ordering  the  correction  that  in 
hypermetropia  and  hypermetropic  astigmatism  the 
spherical  glass  will  require  slightly  diminishing, 
usually  about  1 D.;  in  myopia  and  myopic  astigma- 
tism the  spherical  glass  has  to  be  slightly  increased. 
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CHAPTER  VI 


HYPEEMETEOPIA 


Hypeemeteopia  (H.)  ('Yttep,  in  excess;  fiirpov,  mea- 
sure ; and  w\p,  eye)  may  be  defined  as  a condition  in 
whicb  tlie  antero-posterior  axis  of  tlie  eyeball  is  so 
short,  or  the  refracting  power  so  low,  that  parallel 
rays  are  brought  to  a focus  behind  the  retina  (tho 
accommodation  being  at  rest).  In  other  words,  the 
focal  length  of  the  refracting  media  is  greater  than 
the  length  of  the  eyeball. 


PiQ.  66. 


Parallel  r.nys  focns  at  b behind  the  retina ; those  coming  from 
the  retina  emerge  ns  diverging  rays,  D,  e. 


In  the  passive  hypermetropic  eye,  therefore,  paral- 
lel rays  c and  G come  to  a focus  behind  the  eye  at  h, 
forming  on  the  retina  at  a a circle  of  diffusion  instead 
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of  a point.  Rays  coming  from  tlie  retina  of  such  an 
eye  emerge  having  a divergent  direction  (d  and  e)  ; 
these,  if  prolonged  backwards,  will  meet  at  K,  which 
is  the  punctum  remotum,  and  this  point  being  situated 
behind  the  eye  is  called  negative. 

The  distance  of  the  punctum  remotum  behind  the 
03m  will  equal  the  focus  of  the  convex  lens  which 
corrects  the  hypermetropia  j thus,  supposing  the  p.  r. 
situated  20  cm.  behind  the  retina  = 5),  5 D.  will 
be  the  convex  glass  which  will  render  parallel  rays  so 
convergent  that  they  will  focus  on  the  retina,  or 
cause  rays  from  the  retina  to  be  parallel  after  passing 
through  itj  to  be  mathematically  correct,  allowance 


Fis.  67. 


Parallel  r.ays  focussed  on  the  retina  by  accommodation.  The 
dotted  line  shows  the  lens  more  convex  as  a result  of  the 
contraction  of  the  ciliary  muscle. 

must  be  made  for  the  distance  between  the  cornea 
and  the  convex  lens ; thus,  for  instance,  if  the  lens 
be  placed  20  mm.  from  the  cornea,  then  the  exact 
amount  of  hypermetropia  which  the  + 5 D.  glass  will 
correct  will  be — 

1000  _ 1000  _ . 

200  - 20  ~ 180 

In  low  degrees  of  hypermetropia  the  difference  is 
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SO  slight  as  to  be  unimportant ; in  tlie  higher  degrees 
the  difference  is  considerable. 

The  hypermetropic  eye  at  rest  is  only  able  to 
bring  convergent  rays  to  a focus  on  the  retina.  All 
rays  in  nature  are  divergent,  some  so  slightly  so,  that 
when  coming  from  a distant  object  they  are  assumed 
to  be  parallel.  Kays  can  be  made  convergent  by 
passing  them  through  a convex  lens  placed  in  front 
of  the  eye ; or  the  refraction  of  the  dioptric  system 
may  be  increased  by  the  accommodation,  so  that 
parallel  rays  may  then  focus  on  the  retina  of  a hyper- 
metropic eye. 

Therefore  a hypermetrope  with  relaxed  accommo- 
dation sees  all  objects  indistinctly.  The  hypermetropic 
eye  has  to  use  some  of  its  accommodation  for  distance, 
so  starts  with  a deficit  for  all  other  requirements, 
equal  to  the  amount  of  hypermetropia. 


Pio.  68. 


Pai'allel  raya  rendered  so  eoiivergent  by  passing  through  a convex 
lens  that  they  focus  on  the  retina. 

Thus,  supposing  an  individual  hypermetropic  to 
the  extent  of  four  dioptres,  and  possessing  6 D.  of 
accommodation,  he  will,  by  the  exercise  of  this  power 
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Lo  the  extent  of  4 D.,  bo  able  to  bring  parallel  rays 
to  a focus  on  the  retina,  and  so  see  distant  objects 
clearly;  this  leaves  him  2 D.  of  accommodation  for 
near  objects,  which  will  bring  his  near  point  to  50 
cm.,  a distance  at  which  he  will  be  unable  to  read 
comfortably. 

Besides,  it  must  be  remembered  that  only  a part  of 
the  accommodation  can  be  used  for  sustained  vision, 
fatigue  soon  resulting  when  the  whole  of  the  accom- 
modation has  to  be  put  in  force. 

The  following  diagram  is  intended  to  show  the 
amount  of  accommodation  possessed  by  a hyperme- 
trope  of  3D.;  each  space  represents  a dioptre,  and 
the  thick  white  lines  drawn  through  the  spaces  give 

Fio.  69. 

Dioptres 


the  amplitude  of  accommodation  for  different  ages  as 
given  on  the  left  of  the  diagram.  The  figures  above 
indicate  the  number  of  dioptres,  and  those  below,  the 
near  point  for  each  increasing  dioptre  of  accommoda- 
tion. 
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The  amount  of  hypermetropia  is  calculated  and 
expressed  by  that  convex  glass  which  makes  parallel 
rays  so  convergent  that  they  meet  on  the  rods  and 
cones  of  the  retina,  the  accommodation  being  sus- 
pended. 

The  commonest  amount  of  error  is  about  2 D. 
Small  degrees  may  require  some  trouble  to  discover, 
and  can  only  be  found  out  possibly  after  the  eye  has 
been  atropized. 

Hypermetropia  is  divided  into  latent  and  manifest. 
The  manifest,  Donders  subdivides  into  absolute,  rela- 
tive, and  facultative  : 

Absolute,  when  by  the  strongest  convergence  of 
the  visual  lines  accommodation  for  parallel  rays  is 
not  attained — in  other  words,  when  distant  vision  is 
impaired;  this  variety  is  seldom  met  with  in  young 
people. 

Relative,  when  it  is  possible  to  accommodate  for  a 
near  point,  by  converging  to  a point  still  nearer, — in 
fact,  by  squinting. 

Facultative,  when  objects  can  be  clearly  seen  with 
or  without  convex  glasses. 

In  youth  the  hj’permetropia  may  be  facultative, 
becoming  in  middle  age  relative,  and  in  old  age 
absolute. 

Causes  of  Hypermetropia : 

1.  The  antero-posterior  diameter  of  the  eyeball 
is  too  short  (axial  hypermetropia).  This  is 
by  far  the  most  common  cause,  and  is  con- 
genital. 
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2.  A flattened  condition  of  tlie  cornea,  tlie  result 

of  disease  or  occurring  congenitally. 

3.  Absence  of  tbe  lens  (apbakia). 

4.  Detacbment  or  protrusion  of  tlie  retina,  owing 

to  a tumour  or  exudation  behind  it. 

5.  A diminution  in  the  index  of  refraction  of  the 

aqueous,  lens,  or  vitreous. 

Hypermetropia,  therefore,  is  usually  due  to  shorten- 
ing of  the  axis  of  the  eyeball. 

The  following  table  shows  the  amount  of  shortening 
for  each  dioptre  of  hypermetropia,  the  axial  line  in 
emmetropia  being  estimated  at  22'824  mm. 


For  '5  of  D.  of  II.  tlicre  is  a diminution  in  tlie  axial  line  of  'IG  mm. 


ID. 

„ -31 

ft 

1-5 

O 

-47 

l> 

2- 

» 

» -03 

ft 

2-5 

..  -77 

ft 

3- 

>» 

„ -92 

ff 

35 

„ lOG 

ft 

4- 

>i 

„ 1-22 

ff 

4-5 

n 

..  1-4 

ft 

c- 

)) 

1-0 

ft 

G* 

„ 1-9 

tf 

7- 

>i 

2'2 

» 

8- 

,,  2-G 

ft 

9- 

n 

„ 2-9 

tf 

10- 

„ 3-2 

ff 

Hypermetropia  is  by  far  the  most  frequent  condi- 
tion of  the  refraction.  It  may  be  looked  upon  as  a 
congenital  defect;  frequently  also  it  is  hereditary, 
several  members  of  the  same  family  sulTering  from  it. 

Hypermetropia  is  usually  due  to  an  arrest  of  deve- 
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lopmeut,  whicli  varies  from  the  slightest  degree  to 
the  extreme  condition  known  as  “microphthalmos.” 

The  following  are  some  of  the  chief  points  in  which 
the  hypermetropic  dilfei’S  from  the  emmetropic  eye : — 
the  eye  looks  small,  being  less  than  the  normal  in  all 
its  dimensions,  especially  the  antero-posterior ; the 
sclerotic  is  flat,  and  makes  a strong  curve  backwards 
in  the  region  of  the  equator,  which  can  easily  be  seen 
on  extreme  convergence,  or  can  be  felt  by  the  Anger. 
The  lens  and  iris  are  more  forward,  the  anterior 
chamber  is  shallow,  and  the  pupil  small;  the  centre  of 
rotation  of  the  eye  is  relatively  further  back,  while 
Ihe  angle  a,  which  is  formed  between  the  visual  and 
optic  axis,  is  invariably  greater,  averaging  about  7° 
(see  p.  202).  The  result  of  the  large  angle  a in 
hypermetropia  is  that  the  eyes  often  have  an  appear- 
ance of  divergence,  which  has  sometimes  been  mis- 
taken for  real  divergence;  whereas  in  myopia  the 
small  angle  gives  to  the  eyes  an  appearance  of  con- 
vergence. 

The  ciliary  muscle,  upon  the  action  of  which  the 
accommodation  depends,  is  much  larger  than  in  em- 
metropia,  the  anterior  portion,  which  consists  chiefly 
of  circular  fibres,  being  especially  developed ; no 
doubt  hypertrophied  by  the  constant  state  of  con- 
traction in  which  it  is  kept.  This  contraction  is 
called  into  action  by  the  instinctive  desire  for  clear 
images  which  all  eyes  possess,  the  accommodation 
having  to  be  used  for  distant  as  well  as  for  near 
objects.  Another  result  of  tho  constant  and  exces- 
sive accommodation  is  that  its  linked  function — the 
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convergence — is  liable  also  to  be  used  in  excess;  in 
this  case  an  object  at  a certain  distance  being  accom- 
modated for,  one  eye  will  be  directed  to  tbe  object, 
while  the  other,  taking  up  the  excessive  convergence, 
will  be  directed  inwards,  and  so  a convergent  stra- 
bismus will  be  produced.  To  fully  understand  how 
this  convergent  strabismus  becomes  developed,  I 
must  refer  the  reader  to  the  chapter  on  that  subject 
(Chap.  X). 

When  the  hypermetropia  is  of  high  degree  the 
optic  nerve  is  smaller,  and  contains  fewer  fibres,  so 
that  the  visual  acuteness  is  frequently  below  the 
normal. 

Sometimes  the  face  also  has  a characteristic  appear- 
ance, being  flat-looking,  with  depressed  nose,  the  orbits 
being  shallow,  and  the  eyes  set  far  apart.  Frequently, 
however,  there  is  no  distinctive  physiognomy. 

The  hypermetropic  eye  is  very  liable  to  asymmetry, 
as  will  be  shown  when  speaking  of  astigmatism. 

Symptoms  of  Hypermetropia. — The  patient  usually 
sees  well  at  a distance,  but  has  difficulty  in  main- 
taining clear  vision  for  near  objects ; and  since  the 
hypermetropia  can  be  more  or  less  corrected  by  ac- 
commodation, if  the  error  be  of  a low  degree  (as  2 or 
3 D.),  no  ill  effects  may  for  some  time  be  noticed;  at 
length,  however,  a point  is  reached  when  the  accom- 
modation is  not  equal  to  long-sustained  efforts  of 
reading  and  near  work,  then  accommodative  asthe- 
nopia is  the  result  (p.  225).  This  is  especially  liable 
to  show  itself  after  an  illness,  or  if  the  patient’s 
health  has  deteriorated  from  over-work,  anxiety,  or 
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otlier  causes.  He  then  complains  that  after  working 
or  reading  for  some  time,  especially  during  the 
evenings,  the  type  becomes  indistinct,  and  the  letters 
run  together;  after  resting  awhile  the  work  can  bo 
resumed,  to  be  again  shortly  laid  aside  from  a 
repetition  of  the  dimness : the  eyes  ache,  feel  weak, 
water,  etc.,  frequently  headache  supervenes ; there  is 
a feeling  of  weight  about  the  eyelids,  and  a difficulty 
in  opening  them  in  the  morning.  When  the  hyper- 
metropia  is  of  high  degree,  the  patient  may  be  said 
by  his  friends  to  be  short-sighted,  because  when 
reading  he  holds  the  book  close  to  his  eyes ; by 
doing  this  he  increases  the  size  of  his  visual  angle, 
and  thus  gets  larger  retinal  images ; this  is  counter- 
balanced by  increase  in  the  circles  of  diffusion,  but  as 
the  pupils  also  contract  by  approaching  the  book  to 
his  eyes,  some  of  these  are  cut  off  ; so  that  the  advan- 
tage is  in  favour  of  holding  the  book  close,  especially 
as  the  patient  is  probably  not  accustomed  to  clear, 
well-defined  images.  In  some  cases  the  ciliary 
muscle  contracts  in  excess  of  the  hypermetropia,  so 
that  parallel  rays  focus  in  front  of  the  retina,  and  the 
patient  therefore  presents  many  of  the  symptoms  of 
myopia  : we  should  always  be  on  our  guard  against 
such  cases.  The  manner  in  which  the  patient  reads 
the  distant  type  is  often  a guide  to  us  in  hyperme- 
tropia; betakes  a considerable  time  to  make  out  each 
line,  and  yet,  if  not  hurried,  eventually  reads  the 
whole  correctly.  On  looking  at  the  eyes  one  notices 
that  they  are  red  and  weak,  the  lids  look  irritable, 
and  on  eversion  the  conjunctiva  is  hypermmic,  espe- 
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cially  that  of  the  lower  lids,  while  the  papillae  are 
frequently  enlarged ; the  edges  of  the  lids  sometimes 
become  inflamed  and  thickened.  All  these  symptoms 
are  probably  the  commencement  of  troubles  which,  if 
allowed  to  go  on,  may  develop  into  conjunctivitis,  de- 
rangements of  the  lacrymal  apparatus,  etc., — this 
much  we  can  see ; how  much  more  injurious  must  be 
the  changes  which  are  liable  to  take  place  in  the  in- 
terior of  the  eyeball  from  prolonged  hyperaemia ! It 
cannot  be  too  forcibly  insisted  on,  that  in  all  oph- 
thalmic cases,  except  those  of  an  acute  character,  the 
refraction  should  be  taken  and  recorded  as  a matter 
of  routine,  since  complaints  which  prove  very  intract- 
able are  often  easily  and  quickly  cured  when  the 
proper  glasses  have  been  prescribed. 

As  the  patient  advances  in  age  he  will  become  pre- 
maturely presbyopic,  so  that  at  thirty-five  he  may 
suffer  from  the  same  discomforts  as  an  emmetrope  of 
fifty. 

To  test  the  hypennetropia  and  measure  the  amount; 
we  commence  by  taking  the  patient’s  visual  acute- 
ness, each  eye  separately ; having  found  that  they 
are  alike  in  their  refraction,  we  try  the  two  together; 
stronger  glasses  being  often  borne  when  both  eyes 
are  used,  than  when  one  is  excluded  from  vision. 

The  strongest  convex  glass  with  which  he  is  able  to 
read  or  with  which  he  gets  the  greatest  acuteness 
of  vision,  is  the  measure  of  the  manifest  hyperme- 
tropia  (Hm.) . This  is  not,  however,  the  total  hyper- 
metropia,  for  if  the  accommodation  be  paralysed  by 
applying  a solution  of  atropim  sulph.,  gr.  iv  to 
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tliree  times  a day  for  four  days  (when  we  may  feel 
sure  that  not  the  least  vestige  of  accommodation 
remains),  a much  stronger  glass  can  he  tolerated,  and 
will  be  required  to  enable  the  patient  to  read  This 
strong  glass  represents  the  total  hypermetropia,  the 
additional  amount  to  that  found  as  Hm.  being  called 
latent  (HI.). 

The  following  plan  is  an  excellent  one  for  measur- 
ing the  manifest  hypermetropia.  Place  in  spectacle- 
frames  before  the  eyes  such  convex  lenses  as  over- 
correct the  Hm.  ( 4-  4 D.  will  usually  do  this) ; then 
hold  in  front  of  these,  weak  concave  glasses,  until  we 
find  the  weakest,  which  thus  held  in  front  of  -b  4 D. 
enables  f to  be  read;  the  difference  between  the 
glasses  is  then  the  measure  of  the  Hm.  By  this  plan 
the  ciliary  muscle  is  encouraged  to  relax,  and  we  get 
out  a larger  amount  of  manifest  hypermetropia  than 
is  obtained  by  the  ordinary  method.  Thus,  supposing 
— 2D.  the  weakest  glass  which,  held  in  front  of  the 
convex  4 D.,  enables  the  patient  to  read  -f,  -f-  2 D. 
is  the  measure  of  the  Hm.  (-f-  4 D.)  + {—  2 D.)  = 
+ 2 D. 

As  age  advances  the  accommodation  diminishes, 
and  the  latent  hypermetropia  becomes  gradually  mani- 
fest. Thus  a person  may  have  6 D.  of  hypermetropia 
latent  at  ten  years  of  age,  3 of  which  may  have  become 
manifest  at  thirty-five,  and  the  whole  of  it  at  about 
sixty-five  or  seventy,  when  the  total  hypermetropia  is 
represented  by  the  manifest. 

With  the  advance  of  age  certain  changes  take 
place  in  the  structure  of  the  crystalline  lens,  by 
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■which  its  refraction  becomes  diminished.  This  change 
takes  place  in  all  eyes,  and  at  a regular  rate ; thus  at 
fifty-five  the  refraction  has  diminished  ’25  D.,  at 
sixty-five  ’75  D.,  at  sixty-eight  1 D.,  and  at  eighty  as 
much  as  2 ’5  D.  Hypermetropia  when  thus  occurring 
in  eyes  previously  emmetropic  is  styled  acquired  hyper- 
metropia, in  contradistinction  to  the  congenital  form, 
which  is  called  original  hypermetropia . 

The  normal  refraction  of  the  eye  in  early  child- 
hood is  hypermetropic ; some  remain  so,  a con- 
siderable number  become  emmetropic  as  they  get 
older,  and  a certain  percentage  of  these  pass  on  to 
myopia. 

In  the  diagnosis  and  estimation  of  hypermetropia 
several  methods  are  useful.  We  first  estimate  the 
acuteness  of  vision,  remembering  that  being  able  to 
read  | does  not  exclude  hypermetropia,  and  that  we 
must  in  all  cases  try  convex  glasses ; and  if  the  same 
letters  can  be  seen  with  as  without  them,  then  the 
patient  certainly  has  hypermetropia,  and  the  strongest 
convex  glass  with  which  he  sees  them  is  the  measure 
of  his  Hm. 

We  next  proceed  to  retinoscopy;  with  the  plane 
mirror  we  get  a shadow  moving  with  the  mirror  : the 
quicker  the  movement  and  the  brighter  its  edge,  the 
lower  is  the  degree  of  hypermetrojiia  (see  p.  95). 

With  the  ophthalmoscope  by  the  indirect  method  of 
examination,  the  image  of  the  disc  is  larger  than  in 
emmetropia,  and  diminishes  on  withdrawing  the 
objective  from  the  eye  (p.  69). 

With  the  mirror  alone  at  a distance,  an  erect  imago 
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of  the  disc  is  seen,  which  moves  in  the  same  direction 
as  the  observer’s  head  (p.  73). 

By  the  direct  method  the  accommodation  of  the  ob- 
server and  observed  being  relaxed,  a convex  glass  is 
necessary  behind  the  ophthalmoscope,  to  enable  the 
observer  to  bring  the  diverging  rays  from  the  observed 
eye  to  a focus  on  his  retina ; the  strongest  convex  glass 
with  which  it  is  possible  to  see  the  details  of  the  fundus 
clearly,  is  the  measure  of  the  total  hypermetropia 
(Fig.  47). 

The  treatment  of  hypermetropia  consists,  obviously 
in  prescribing  such  convex  glasses  as  will  give  to  rays 
passing  through  them  an  amount  of  convergence,  so 
that  they  will  meet  on  the  retina  without  undue  accom- 
modation. It  might  be  thought  that,  having  obtained 
the  measure  of  the  total  hypermetropia,  nothing 
remained  but  to  give  such  positive  glasses  as  exactly 
neutralise  the  defect,  and  that  we  should  then  have 
placed  the  eye  in  the  condition  of  an  emmetropic  one. 
Such  at  first  was  thought  to  be  the  case,  though  it  is 
by  no  means  so,  because  persons  who  have  been 
accustomed  to  use  their  accommodation  so  constantly, 
both  for  near  and  distant  objects,  as  in  the  case  with 
hypermetropes,  have  very  large  ciliary  muscles  which 
they  cannot  suddenly  completely  relax ; possibly  also 
the  elasticity  of  the  lens  capsule  is  somewhat  im- 
paired. 

In  children  and  patients  under  twenty  years  of  age 
it  is  much  better  to  atropize  them  at  the  first,  and  so 
measure  once  and  for  all  the  amount  of  total  hyper- 
metropia ; otherwise  it  will  frequently  be  found  that 
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the  spectacles  have  to  be  constantly  changed,  the 
asthenopia  is  unrelieved,  and  probably  the  patient  has 
to  be  atropized  after  all,  or  becomes  dissatisfied  and 
goes  off  to  some  one  else.  Another  reason  in  favour 
of  atropine  is,  that  with  it  we  cannot  possibly  mistake 
cases  of  spasm  of  the  ciliary  muscle  in  hypermetropia 
for  myopia,  which  might  otherwise  happen,  since  the 
spasm  causes  the  lens  to  become  so  convex  that 
parallel  rays  are  even  made  to  focus  in  front  of  the 
retina,  thus  simulating  myopia. 

It  must  always  be  borne  in  mind  that  it  is  danger- 
ous to  atropize  patients  above  the  age  of  thirty-five, 
many  well-marked  cases  of  “glaucoma”  having  been 
traced  to  the  use  of  this  drug;  moreover  as  age 
advances  the  latent  hypermetropia  gradually  becomes 
manifest,  so  that  the  necessity  for  paralysing  the 
accommodation  becomes  less. 

There  exists  some  difference  of  opinion  among 
ophthalmic  surgeons  as  to  the  amount  of  the  total 
hypermetropia  we  ought  to  correct;  some  give  such 
glasses  as  neutralise  the  manifest  hypermetropia 
only,  while  others,  after  estimating  the  total,  deduct 
perhaps  1 D.  from  this.  It  will  be  found  that  patients 
vary  much  as  to  the  amount  of  correction  which  is 
most  comfortable  for  them. 

A good  practical  rule  is  to  prescribe  such  glasses 
for  reading  as  correct  the  manifest  and  one  third  of 
the  latent  hypermetropia. 

For  example,  a child  having  6 D.  of  hyperme- 
tropia of  which  2 only  are  manifest,  will  require 
4-  3 D.  for  reading.  At  the  age  of  twenty,  about 
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4 D.  will  have  become  manifest,  and  the  patient  will 
then  want  + 4*5  D. ; at  forty,  5 D.  will  be  manifest, 
and  he  may  then  be  able  to  bear  full  correction. 

Hence  it  will  be  seen  that,  as  age  advances,  the 
spectacles  will  have  occasionally  to  be  changed  for 
stronger  ones,  as  the  latent  hypermetropia  gradually 
becomes  manifest. 

The  question  arises,  should  spectacles  be  worn  con- 
stantly or  only  for  near  work  ? So  long  as  distant 
objects  (-1)  can  be  seen  comfortably  without  them, 
their  use  is  unnecessary  except  for  reading  and  near 
work;  this  is  generally  the  case  in  young  persons 
where  the  hypermetropia  does  not  exceed  3 or  4 D. 
When  a convex  glass  improves  distant  vision,  then 
such  can  be  constantly  worn;  somewhat  stronger 
glasses  will  be  required  for  reading  after  the  age  of 
forty-five. 

The  disadvantage  of  using  spectacles  constantly  is, 
that  after  wearing  them  for  some  time  the  patient 
finds  he  is  unable  to  see  without  them,  which  is  a 
serious  inconvenience ; so  that  the  plan  is  not  to  give 
spectacles  for  constant  use  until  the  hypermetropia 
has  become  relative  or  absolute. 

In  cases  of  concomitant  squint,  spectacles  which 
correct  the  hypermetropia  are  to  be  worn  constantly, 
and  here  our  object  must  be  to  give  as  near  the  full 
correction  as  is  consistent  with  the  patient’s  comfort ; 
this  we  can  only  find  out  by  experiment  in  each  case! 
The  best  plan  is  to  measure  under  atropine  the  total 
hypermetropia,  deduct  1 D.,  and  give  this  correction 
for  constant  use : the  reason  for  making  this  deduc- 
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tion  is  that  the  ciliary  muscle  is  never  so  completely 
relaxed  as  when  under  atropine. 

Convergent  strabismus  and  asthenopia^  two  of  the 
most  frequent  results  of  hypermetropia,  will  be  treated 
of  in  Chapters  X and  XI. 

See  Cases  1 and  2,  p.  110;  also  10,  12,  and  17, 
p.  242. 

Aphakia 

Aphakia  (’  A,  priv , ^aKog,  lens)  is  the  name  given 
to  that  condition  of  the  eye  in  which  the  lens  is  absent. 
There  are  several  causes,  by  far  the  most  frequent 
being  one  of  the  various  cataract  operations.  Besides 
this  aphakia  may  be  caused  by  dislocation  of  the  lens 
from  injury,  or  dislocation  may  occur  spontaneously, 
and  this  is  probably  the  cause  of  those  congenital 
cases  where  no  lens  can  be  seen. 

Aphakia  necessarily  converts  the  eye  into  a very 
hypermetropic  one.  The  length  of  the  eyeball  which 
would  be  required  (the  curvature  of  the  cornea  being 
normal  and  the  lens  absent)  to  bring  parallel  rays  to 
a focus  on  the  retina  is  30  mm.,  whereas  normally  the 
antero-posterior  diameter  of  the  eyeballs  is  only  about 
22-8  mm. 

To  test  aphakia : when  a bright  flame  is  held  in 
front  of  and  a little  to  one  side  of  a normal  eye,  three 
images  of  the  flame  are  formed,  one  erect  on  the 
cornea,  another  erect  on  the  anterior  surface  of  the 
lens,  and  a third  inverted,  and  formed  on  the  pos- 
terior surface  of  the  lens.  On  moving  the  flame  up 
and  down,  the  erect  images  move  with  it,  and  the 
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inverted  one  in  the  opposite  direction.  In  aphakia 
two  of  these  images  are  absent,  viz.,  those  formed  on 
the  two  surfaces  of  the  lens. 

Treatment. — Strong  convex  glasses  will  be  required 
to  take  the  place  of  the  absent  lens,  the  previous  re- 
fraction of  the  eye  of  course  influencing  their  strength. 
If  hypermetropic,  stronger  glasses  will  be  required ; 
if  myopic,  weaker. 

The  convex  glass  usually  required  by  an  eye  pre- 
viously emmetropic,  to  bring  parallel  rays  to  a focus 
on  the  retina  is  from  10  to  13  D. 

As  every  trace  of  accommodation  is  lost  with  the 
lens,  stronger  glasses  will  be  required  for  reading  or 
near  work,  and  to  And  out  the  necessary  glass  for  a 
certain  distance,  we  have  only  to  add  to  the  distance 
glass  one  whose  focal  length  equals  the  distance  at 
which  we  wish  eur  patient  to  see.  Thus,  if  he  require 
-f  10  D.  for  distance,  and  wish  to  see  to  read  at  25 
cm.,  we  add  -t-  4 D.  to  his  other  glass,  and  the  result- 
ing -f  14  D.  will  adapt  the  eye  to  25  cm. 

The  patient  may  be  taught  a sort  of  artificial 
accommodation  by  moving  the  spectacles  along  his 
nose,  nearer  or  farther  from  the  eyes,  his  working 
point  being  thereby  moved  away  or  brought  nearer 
to  him. 

In  correcting  aphakia  it  will  often  be  found  that 
the  vision  is  below  the  normal.  Frequently  also  there 
is  some  astigmatism,  especially  in  cases  after  cataract 
extraction. 

Sco  Case  23,  p.  256. 
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CHAPTER  VII 
Myopia  (m.) 

Myopia  (Mww,  I close : w\p,  the  eye),  or  short-sight, 
IS  the  opposite  condition  to  hypermetropia. 

We  saw  that  the  hypermetropic  eyeball  was  too 
short,  so  that  parallel  rays  focussed  behind  the  retina ; 
it  is  therefore  not  adapted  to  any  real  distance,  be- 
cause in  order  to  see  any  object  clearly,  it  is  necessary 
that  the  defect  should  be  corrected  either  by  the 
accommodation  or  by  means  of  a convex  glass.  Now 
in  myopia,  although  the  eyeball  is  too  long  to  allow 
of  distant  objects  being  seen  clearly,  it  is  perfectly 
adapted  for  near  Arision,  so  that  a low  degree  of 
myopia  may  not  be  a very  serious  disadvantage. 

We  spoke  of  hypermetropia  as  congenital,  due  to 
an  arrest  of  development;  myopia  is  an  acquired 
defect,  and  may  be  looked  upon  as  an  effort  of  nature 
to  adapt  the  eye  to  near  objects,  as  a result  of  civili- 
sation and  its  incessant  demands  on  near  vision. 

Myopia  is  peculiar  to  the  human  race,  and  is  met 
with  much  more  frequently  in  civilised  than  in  un- 
civilised races. 

Low  degrees,  such  as  1 D.,  may  have  no  very  serious 
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drawbacks^  because  although  the  full  visual  acuteness 
can  only  be  obtained  by  the  help  of  concave  glasses, 
many  people  go  half  through  life,  playing  cricket, 
tennis,  shooting,  etc.,  without  finding  out  the  defect ; 
their  near  vision  is  really  better  than  that  of  the 
emmetrope,  for  they  obtain  larger  retinal  images,  and 
they  have  to  accommodate  less ; against  these  advan- 
tages it  may  be  stated  that  many  myopes  suffer  from 
asthenopia,  the  result  of  disturbance  of  the  harmony 
between  the  two  functions,  accommodation  and  con- 
vergence, though  this  disturbance  will,  of  course,  be 
more  marked  in  the  higher  degrees  of  ametropia. 

Medium  degrees  of  myopia,  from  2 to  6 D.,  are  ex- 
ceedingly common;  the  visual  defects  are  more  pro- 
nounced, and  it  becomes  necessary  to  use  glasses  for 
many  things : often  they  have  to  be  worn  constantly. 
Such  patients  are  liable  to  suffer  from  asthenopia,  or 
from  divergent  strabismus  and  its  accompanying  evil 
— loss  of  binocular  vision. 

The  higher  degrees  of  myopia  which  increase 
steadily  and  constantly  from  an  early  stage,  reaching 
often  a very  high  degree,  and  carrying  in  its  wake 
destruction  and  damage  to  important  ocular  tissues, 
must  be  looked  upon  as  a serious  disease ; it  is  desig- 
nated by  the  name  progressive  myopia. 

We  must  now  refer  to  the  optical  condition  of  the 
myopic  eye. 

Parallel  rays,  falling  on  a myopic  eye,  focus  in 
front  of  the  retina,  cross  and  form  a circle  of  diffusion 
(Fig.  70),  in  place  of  a clear  image. 

Only  divergent  rays  focus  on  the  retina,  and  hence 
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it  is  necessary  that  the  object  looked  at  be  brought 
so  near,  that  rays  coming  from  it  are  sufficiently 
divergent  (Fig.  71),  or  they  must  be  rendered  so  by 
passing  them  through  a concave  lens  (Fig.  72),  before 
they  fall  upon  the  cornea. 

Fig.  70. 


Fig.  72. 


We  may  say,  then,  that  in  myopia  the  retina  is  at 
the  conjugate  focus  of  an  object,  situated  at  a finite 
distance.  The  accommodation  being  at  rest,  an 
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oBjecfc  situated  at  this  point  will  he  distinctly  seen ; 
further  off  it  will  be  indistinct,  nearer  it  can  still  be 
seen  clearly  by  putting  in  force  the  accommodation. 

The  greatest  distance  at  which  objects  can  be  seen 
clearly  is  called  the  far  point  (punctum  remotum), 
and  is  always  at  a definite  distance.  The  higher  the 
myopia  the  nearer  to  the  eye  is  its  punctum  remotum 
(P-  r.). 

The  nearest  point  of  distinct  vision  is  the  punctum 
proximum  (p.  p.),  and  is  determined  by  the  amount 
of  the  accommodation.  To  find  out  the  punctum 
proximum,  we  place  in  the  patient’s  hand  the  near 
type,  and  note  the  shortest  distance  for  each  eye 
separately  at  which  the  smallest  type  can  be  read,  or 
we  measure  it  by  the  wire  optometer  in  the  manner 
before  described.  The  amplitude  of  accommoda- 
tion is  often  equal  to  that  in  emmetropia,  but  in  the 
higher  degrees  of  myopia  it  becomes  considerably 
diminished. 

The  greatest  distance  at  which  an  object  can  be 
elearly  seen  is  the  exact  measure  of  the  myopia ; for 
instance,  if  the  far  point  be  at  one  metre,  a concave 
glass  of  that  strength  ( — 1 D.)  would  render  parallel 
rays  as  divergent  as  if  they  came  from  a distance  of 
one  metre,  and  with  a glass  of  this  focus  the  person 
would  be  able  to  see  distant  objects  clearly. 

Myopia  was  for  a long  time  thought  to  be  due  to 
an  increase  in  the  convexity  of  the  cornea,  but  as 
a matter  of  fact  the  cornea  is  usually  less  convex, 
and,  as  a rule,  the  greater  the  myopia  the  less  the 
convexity. 
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Causes  of  Myopia : 

1.  Too  great  length  of  the  antero-posterior  dia- 

meter of  the  eyeball  (axial  myopia).  This 
is  the  common  cause  of  myopia. 

2.  Increase  of  the  index  of  refraction  of  the  lens. 

This  may  occasionally  occur  in  the  develop- 
ment of  cataract. 

3.  Conical  cornea : this  disease  simulates  myopia 

at  its  commencement. 

It  may  therefore  be  stated  that  myopia  almost 
invariably  depends  upon  a lengthening  of  the  visual 
axis  accompanied  in  many  cases  by  the  formation  of 
a 'posterior  staphyloma  which  further  increases  the 
antero-posterior  diameter  of  the  eyeball.  This  bulg- 
ingj  when  it  occurs^  takes  place  at  the  outer  side  of 
the  optic  nerve  towards  the  macula,  and  consists 
of  an  extension  backwards  with  thinning  of  the 
sclerotic  and  choroid,  and  more  or  less  atrophy  of  the 
latter. 

So  constant  is  this  lengthening  of  the  visual  axis, 
that  from  the  number  of  dioptres  of  myojiia  can 
be  calculated  the  increase  in  the  length  of  the  eye- 
ball. 

The  following  table  gives  the  calculation  up  to  10  D. 


Degree  of 

Distance  of  the  p.  r. 

Increase  in  length  of  the 

myopiii. 

in  millimetres. 

myopic  eye  in  millimetres. 

•5D. 

2000 

•16 

!• 

1000 

•32 

1-5 

66G-6 

•49 

2- 

600 

•66 

2-5 

400 

...  -83 

3- 

..  333-3 

1- 
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Degree  of 

Distance  of  the  p.r 

. Increase  in  length  of  the 

myopia. 

in  millimetres. 

myopic  eye  in  raillimctres 

3-6 

285-7 

1-19 

4* 

250 

...  1-37 

4-5 

222-2 

1-55 

5- 

200 

...  1-74 

6- 

166-6 

...  213 

7- 

142-8 

2-52 

8- 

125 

...  2-93 

111-1 

3-35 

10- 

100 

3-80 

Fig.  73  shows  a 

section  of  a 

myopic  eye,  in  which 

the  outside  measurements  were — antero-posterior 
diameter,  30|  mm.;  vertical  diameter,  25  mm.;  trans- 
verse diameter,  25  mm. 


Pig.  73. 


It  will  be  remembered  that  the  emmetropic  eye 
measures  in  the  antero-posterior  diameter  22-824  mm. 

In  Fig.  74  the  amount  of  accommodation  is  indi- 
cated in  a myope  of  2 D.  by  the  number  of  spaces 
through  which  the  thick  lines  pass;  thus  at  the  age 
of  thirty  the  accommodation  is  equal  to  7 D.,  and  the 
near  point  will  be  11  cm.;  the  distance  of  the  punc- 
tum  proximum  is  given  for  each  dioptre  at  the 
bottom  of  the  diagram. 
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As  the  puuctum  remotum  in  myopia  is  situated  at 
a finite  distance,  therefore,  for  the  same  amplitude  of 
accommodation,  the  punctum  proximum  is  nearer  the 
eye  in  myopia  than  in  emmetropia.  The  near  point 

Fig.  74. 

Dioptres. 


Diagram  showing  the  amount  of  accommodation  at  different 
ages  in  a case  of  myopia  of  2 D. 

gradually  recedes  with  advancing  age  at  the  same 
rate,  whatever  the  refractive  condition  of  the  eye;  it 
is  clear,  then,  that  the  near  point  in  myopia  will  be 
longer  in  reaching  that  point  (22  cm.)  at  which  pres- 
byopia is  arbitrarily  stated  to  commence  than  in 
emmetropia,  so  that  in  prescribing  glasses  for  pres- 
byopia, the  amount  of  myopia  has  to  be  deducted  from 
the  glass  which  the  emmetrope  would  require  at  any 
given  age. 

If  the  myopia  amount  to  4‘5  D.,  then  the  patient 
can  never  become  presbyopic,  because  his  punctum 
remotum  is  only  22  cm.  away,  so  that  he  will  always 
be  able  to  see  at  that  distance.  Most  people  imagine 
that  those  who  do  not  require  glasses  with  advancing 
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age  have  very  strong  eyes  j how  frequently  does  one 
hear  the  remark,  when  inquiring  of  a patient’s  family 
history,  Oh,  my  father  had  excellent  sight,  he 
was  able  to  read  at  sixty  without  glasses.”  This  is 
proof  positive  that  he  had  myopia,  though  probably 
you  will  be  unable  to  convince  the  patient  of  this 
fact. 

In  hypermetropia  it  was  shown  that  the  power  of 
accommodation  had  to  be  used  in  excess  of  the  con- 
vergence. In  myopia  we  have  the  opposite  defect, 
the  patient  having  to  converge  in  excess  of  his  accom- 
modation ; thus,  if  he  be  myopic  4 D.,  his  far  point 
will  be  at  25  cm. ; when  looking  at  an  object  at  this 
distance,  it  is  necessary  for  him  to  converge  to  this 
particular  point,  his  angle  of  convergence  being  4, 
while  his  accommodation  remains  passive. 

Determining  Causes. — The  chief  factors  in  the  pro- 
duction of  myopia  are : the  constant  use  of  the  eyes 
for  near  work,  especially  at  an  early  age,  when  these 
organs  are  developing ; disturbances  of  nutrition  in 
the  tissues  of  the  eye,  together  in  some  cases  with  a 
peculiar  conformation  of  the  skull. 

In  a large  majority  of  cases  myopia  is  acquired,  but 
in  a small  proportion  of  cases  it  may  be  congenital ; 
this  latter  form  frequently  attains  a high  degree  in 
early  life,  may  occur  in  one  or  both  eyes,  and  bears 
no  relation  to  the  occupation  of  the  patient.  Though 
seldom  congenital  it  not  infrequently  happens  that 
one  or  other  of  the  parents  has  suffered  from  myopia. 

There  is  little  doubt  that  in  many  cases  there  is  an 
hereditary  tendency  to  it,  which,  transmitted  through 
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several  generations,  under  favourable  conditions  for 
its  development,  becomes  very  decided. 

As  in  the  greater  number  of  cases  of  myopia  the 
factor  which  tends  to  produce  it  is  the  prolonged  use 
of  the  eyes  on  near  objects,  especially  while  young, 
we  may  set  down  myopia  as  one  of  the  results  of 
civilisation  and  education,  and  in  these  days  of  high 
pressure  and  competitive  examinations  it  is  constantly 
on  the  increase.  The  result  of  the  very  numerous 
statistics  that  have  been  collected,  especially  by 
German  ophthalmologists  (myopia  in  Germany  is 
exceedingly  common),  points  to  the  production  of 
myopia  in  direct  proportion  to  the  amount  of  edu- 
cation. The  amount  of  myopia  was  found  to  be 
much  greater  in  town  than  in  country  schools,  no 
doubt  because  the  general  health  was  better  amongst 
those  living  in  the  country.  Erismann  has  come  to 
the  pleasant  conclusion  that,  if  myopia  increase  in 
the  same  ratio  as  it  had  done  during  the  last  fifty 
years,  in  a few  generations  the  whole  population  will 
have  become  “ myopic.” 

The  normal  refraction  of  the  eye  in  childhood  is 
hypermetropic  ; some  few  remain  so,  a great  number 
becoming  emmetropic  as  they  get  older,  and  a larger 
percentage  of  these  pass  on  to  myopia. 

In  proof  of  this  hereditary  tendency  to  myopia. 
Dr.  Cohn  has  summarised  the  statistics  of  various 
German  writers  on  this  subject.  Thus  in  public 
schools,  myopia  was  found  to  exist  without  predis- 
position in  8 per  cent.,  with  predisposition  in  19  per 
cent.  In  the  higher  schools  the  result  was — without 
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predisposition  17  per  cent.,  with  predisposition  26 
per  cent. 

Eesidence  in  towns  is  also  conducive  to  short- 
sight  by  causing  people  to  gaze  constantly  at  near 
objects. 

The  cause  why  myopia  when  once  established  is 
very  liable  to  increase,  is  that  the  extreme  converg- 
ence, which  is  necessary  to  enable  the  patient  to 
see  at  the  limited  distance  to  which  he  is  confined, 
causes  the  weakest  part  of  the  globe  (that  part,  in 
fact,  which  is  least  supported)  to  bulge,  forming  a 
posterior  staphyloma.  In  support  of  this  method  of 
the  production  of  myopia  may  be  stated  the  well- 
known  fact,  that  people,  such  as  watchmakers  and 
jewellers,  who  habitually  use  a strong  convex  lens 
before  one  eye,  and  work  at  the  focal  distance  of  that 
lens,  are  not  especially  liable  to  myopia,  proving  that 
close  work  without  convergence  does  not  tend  to 
produce  it.  As  the  eyeball  becomes  elongated,  its 
movements  become  more  difficult,  and  the  pressure 
produced  by  the  muscles  during  prolonged  converg- 
ence tends  still  further  to  increase  the  myopia. 

The  stooping  position  which  so  many  myopes  take 
up,  causes  an  accumulation  of  blood  in  the  eyeball 
which  tends  to  raise  the  tension  as  well  as  materially 
to  interfere  with  its  nutrition.  Hence  results  a state 
of  congestion,  softening,  and  extension,  leading  to  a 
further  increase  of  the  myopia.  The  more  advanced 
these  changes,  the  more  difiicult  is  it  for  the  myopia 
to  become  stationary. 

In  addition  to  these  two  causes,  extreme  con- 
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vergence  and  the  stooping  position,  it  is  possible  that, 
as  a result  of  the  constant  convergence,  the  optic 
nerves  may  be  somewhat  pulled  upon,  and  thus 
further  assist  in  producing  myopia. 

Cases  of  nebulm,  cataract,  and  other  causes  of  im- 
perfect sight  in  children  may  give  rise  to  myopia  by 
causing  them  to  hold  objects  they  wish  to  see  close  to 
the  eyes. 

Symptoms. — The  patient  sees  distant  objects  badly 
and  near  objects  well.  The  eyes  look  prominent; 
the  pupils  are  usually  large  in  young  people ; as  age 
advances  they  contract,  thus  diminishing  the  circles 
of  diffusion,  and  so  slightly  improving  vision.  Ese- 
rine  acts  in  the  same  manner,  so  does  the  nipping 
together  of  the  eyelids,  which  is  so  characteristic  of 
patients  suffering  from  myopia,  and  to  which  the 
disease  owes  it  name.  The  acuteness  of  vision  is 
frequently  below  the  normal,  though  objects  within 
the  patient’s  far  point  appear  larger  than  they  do  to 
the  emmetrope,  the  distance  between  the  nodal  point 
and  the  retina  being  greater  in  myopia  (Fig.  75). 
This,  however,  may  be  partly  counterbalanced  by  the 
stretching  of  the  retina,  so  that,  although  the  image 
may  be  somewhat  larger,  it  may  not  cover  a greater 
number  of  cones  than  would  be  the  case  in  an  emme 
tropic  eye. 

If  the  myopia  be  progressive,  frequent  limitations 
in  the  field  of  vision  occur,  in  the  form  of  scotomata 
due  to  patches  of  retinal  atrophy. 

Besides  seeing  distant  objects  badly,  the  patient 
complains  of  pain,  fatigue,  and  intolerance  of  light. 
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with  a state  of  irritation^  especially  after  using  the 
eyes  by  artificial  light.  There  may  be  hyperaemia 

Fig.  75. 


A.  The  retina  in  an  emmetropic  eye.  B.  The  retina  in  a 
myopic  eye.  0.  The  visual  angle.  N.  The  nodal  point. 

The  distance  from  N b is  greater  than  N A,  and  the  image 
of  o P is  greater  at  B than  at  A. 

of  the  eyes  and  lids,  spasm  of  the  accommodation 
(which  increases  the  apparent  amount  of  myopia), 
pain  in  the  eyeballs  on  pressure,  photopsia,  an  ap- 
pearance of  convergence  due  to  the  small  size  of  the 
angle  a (p.  202),  together  with  “muscse  volitantes.’’ 
These  are  often  a source  of  great  anxiety ; the  patient 
may,  however,  be  assured  that,  although  they  cannot 
be  removed,  there  is  no  cause  for  uneasiness ; these 
muscae  are  probably  the  remains  of  vitreous  cells, 
which,  being  situated  a considerable  distance  in  front 
of  the  retina,  throw  shadows  on  it,  and  are  projected 
outwards  as  much  larger  images  than  would  be  the 
case  in  an  emmetropic  eye ; they  appear  to  the  patient 
as  black  spots. 

The  ciliary  muscle  is  smaller  than  in  emmetropia, 
the  circular  fibres  (which  are  so  hypertrophied  in 
hypermetropia)  being  almost  absent. 
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The  internal  recti  muscles  often  act  badly^  so  that 
convergence  becomes  painful  and  difficult,  often  going 
on  to  divergent  strabismus. 

In  myopia  the  convergence  has  to  be  used  in 
excess  of  the  accommodation ; some  patients  as  they 
become  myopic  learn  to  use  these  two  functions  in 
unequal  degrees,  while  others  are  unable  thus  to  dis- 
sociate them  ; so  that  on  looking  at  an  object  situated 
at  the  myope’s  far  point,  no  accommodation  and  no 
convergence  take  place,  it  becomes  necessary  then 
that  the  two  eyes  shall  make  a conjugate  movement 
in  one  direction,  so  that  one  eye  may  receive  the 
image  of  the  object  on  its  mucula,  while  the  other  eye 
as  a result  of  the  conjugate  movement  has  deviated 
outwards, — in  other  words,  divergent  strabismus  has 
occurred. 

When  the  myopia  is  of  high  degree,  the  patient 
often  uses  one  eye  only  for  reading,  then  of  course  he 
does  not  require  to  converge. 

The  refraction  diminishes  slightly  with  advancing 
age  (see  p.  128) ; the  pupils  also  become  smaller,  thus 
cutting  off  some  of  the  patient’s  circles  of  diffusion ; 
so  that  frequently  a marked  improvement  takes  place 
in  the  vision  of  myopes  as  they  get  older. 

Ophthalmoscopic  Appearances. — With  the  ophthalmo- 
scope, a crescentic-shaped  patch  of  atrophy  is  fre- 
quently seen  on  the  outer  side  of  the  optic  disc, 
embracing  it  by  its  concave  edge ; this  is  called  the 
“ myopic  crescent.” 

In  an  early  stage  the  crescent  looks  somewhat 
white,  the  large  choroidal  vessels  often  appear  more 
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distinct  than  on  the  adjoining  parts,  while  gradually 
the  blood-vessels  disappear,  leaving  the  white  scle- 
rotic, which  shows  up  plainly  against  the  red  of  the 
fundus.  Some  remains  of  pigment  about  the  convex 
border  of  the  crescent  are  often  seen,  and  frequently 
there  is  some  thinning  of  the  choroid  beyond.  The 
retina  seems  to  participate  in  this  atrophy  much  less 
than  might  have  been  expected. 

Although  the  atrophy  usually  assumes  the  cres- 
centic form,  as  shown  in  Plate  1,  which  was  drawn 
from  the  fundus  of  a young  man,  aged  twenty,  with 
a myopia  of  4 D.,  yet  it  may  vary  much,  sometimes 
forming  a complete  ring  round  the  optic  disc  (2),  or 
it  may  extend  outwards  (3),  the  broadest  part  being 
always  between  the  disc  and  the  macula.  Sometimes 
there  is  excavation  of  the  atrophic  part. 

The  optic  nerve  is  occasionally  displaced  somewhat 
inwards,  and  the  disc,  instead  of  being  directed  for- 
wards, looks  forwards  and  outwards,  making  it  appear 
oblong  in  shape  from  its  being  seen  obliquely  (3)  • 
The  retinal  vessels  that  pass  over  the  atrophied  part 
are  often  straight  in  their  course,  and  show  up  very 
clearly  against  the  white  sclerotic.  ^ 

The  formation  of  the  crescent  is  much  influenced  by 
the  amount  of  myopia.  In  slight  degrees  in  younj 
people  it  IS  often  absent,  but  in  cases  of  6 D.  or  more 

at  the  age  of  twenty,  we  invariably  find  a well-marked 
crescent. 

In  very  high  degrees  of  myopia  the  epithelial 
ayer  of  the  retina  atrophies,  secondary  changes  may 
take  place  m the  yellow  spot,  as  shown  in  Plate  4 ; 
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when  such  changes  take  place  they  cause  great 
impairment  of  vision,  due  either  to  extension  of  the 
atrophy  outwards,  or  to  disease  commencing  there 
independently.  If  the  disease  be  progressive,  the 
vitreous  becomes  disorganised,  with  floating  opaci- 
ties; the  nutrition  of  the  lens  may  suffer,  opacities 
forming  in  it,  especially  at  the  posterior  pole ; choroidal 
haemorrhages  may  occur,  and  detachment  of  the  retina 
sometimes  takes  place. 

Further,  it  may  be  said  that  myopes,  owing  to  their 
defective  vision,  are  especially  liable  to  accidents. 

The  diagnosis  and  estimation  of  myopia  is  easy.  At 
the  distant  type  the  patient  requires  a concave  glass 
to  enable  him  to  read  -f.  The  weakest  lens  with  which 
he  is  able  to  read  it  is  the  measure  of  his  myopia ; 
always  remember  the  patient  is  apt  to  choose  too 
strong  a glass  if  left  to  himself ; to  prevent  this  and 
enable  us  to  make  an  exact  record  of  the  condition  of 
the  refraction,  by  which  we  may  judge  if  the  myopia 
is  stationai’y  or  progressive,  it  is  much  the  best  plan 
in  young  people  to  atropise  them  in  the  manner 
previously  described.  Great  differences  will  be  found 
in  myopes  when  testing  them  at  the  distant  type . in 
some,  each  increase  in  the  strength  of  the  glass  causes 
a corresponding  increase  of  vision;  while  in  others, 
with  the  same  amount  of  myopia,  but  little  improve- 
ment takes  place  until  nearly  the  full  correction  is 
reached,  when  it  suddenly  becomes  almost  normal : 
hence  it  is  not  sufficient  after  trying  two  or  three 
concave  glasses  without  any  visual  improvement,  to 
at  once  assume  the  absence  of  myopia.  On  placing 
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the  near  type  in  his  hand,  he  will  be  found  to  be 
able  to  read  the  smallest  print,  though  at  a shorter 
distance  than  that  for  which  it  is  marked.  The 
extreme  distance  at  which  he  is  thus  able  to  read  it 
is  his  far  point,  the  measure  of  which  is  also  a measure 
of  his  myopia;  this  is  a most  useful  guide  to  us : for 
instance,  he  reads  No.  1 at  20  cm.  but  no  farther; 
100=5  D.,  therefore  5 D.  is  the  measure  of  the 
^opia,  and  such  a glass  will  render  parallel  rays  so 
divergent  that  they  will  seem  to  come  from  20  cm. 
Had  he  been  able  to  read  it  at  10  cm.  only,  then 
(1^0  = 10  D.)  — 10  D.  would  be  the  measure  of  the 

myopia. 

With  retinoscopy  the  shadows  move  against  with 
the  plane  mirror  so  long  as  the  observer  is  beyond 
the  patient’s  far  point  (p.  90). 

With  the  ophthalmoscope,  by  the  indirect  examina- 
tion, the  disc  looks  smaller  than  in  emmetropia,  and 
becomes  larger  on  withdrawing  the  objective  farther 
from  the  eye  (p.  70). 

. With  the  mirror  alone  at  a distance,  an  inverted 
magnified  image  of  the  disc  can  be  clearly  seen, 
provided  always  that  the  observer  be  not  nearer 
the  aerial  image  than  his  own  near  point  (Fig.  45). 
The  lower  the  myopia  the  greater  the  image,  because 
the  longer  is  the  distance  between  the  image  and 
tho  myopic  eye.  On  moving  the  head  from  side  to 
side  the  image  will  always  move  in  the  opposite 
direction,  showing  that  it  is  an  inverted  one. 

By  the  direct  method  of  examination  the  fundus  can- 
not be  clearly  seen  until  a concave  glass  is  placed  ia 
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front  of  the  observing  eye.  The  weakest  concave  glass 
with  which  the  details  of  the  macula  and  disc  can  be 
clearly  seen  (the  observer’s  eye  being  emmetropic 
and  the  accommodation  relaxed)  is  a measure  of  the 
myopia  (Fig.  48) . This  test  may  be  relied  upon  for 
the  lower,  but  not  for  the  higher  degrees  of  myopia. 

The  treatment  of  myopia. — The  chief  indications 
are — 

1st.  To  prevent  the  increase  of  the  myopia. 

2nd.  To  enable  the  patient  to  see  well. 

3rd.  To  prevent  the  various  troubles  from  which 
myopes  are  so  liable  to  suffer,  as  asthenopia,  divergent 
strabismus,  etc. 

To  carry  out  the  first  of  these  indications,  strong 
convergence  and  the  stooping  position,  which  play 
so  important  a part  in  the  production  of  myopia, 
must  be  avoided,  the  patient  being  directed  never  to 
read  in  a train  or  carriage,  where  every  movement 
requires  a change  in  the  accommodation;  he  should  not 
look  at  near  objects  for  too  long  together  : the  natural 
tendency  for  a myope  who  is  excluded  in  great  mea- 
sure from  seeing  distant  objects,  is  to  devote  himself 
to  near  ones.  In  reading,  writing,  or  working,  he 
must  keep  35  cm.  away  from  the  book  or  paper,  use 
books  printed  in  good  bold  type,  and  not  write  too 
small,  while  the  desk  and  seat  should  be  conveniently 
arranged  so  as  to  avoid  stooping.  He  should  do  as 
little  as  possible  by  artificial  light ; when  necessary, 
it  is  best  to  use  a reading  lamp,  so  placed  that  it 
throws  the  light  down  upon  the  work,  leaving  the 
remainder  of  the  room  in  comparative  darkness,  so 
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that  when  the  eyes  become  tired  they  may  be  rested 
by  turning  them  from  the  light.  The  stooping 
position  must  be  strictly  avoided,  as  it  causes  an 
increased  flow  of  blood  to  the  interior  of  the  eyeball, 
and  at  the  same  time,  by  compressing  the  veins  in 
the  neck,  obstructs  the  returning  blood,  and  so  pro- 
duces hyperaemia  with  symptoms  of  irritation,  and 
possibly  some  slight  increase  of  tension.  When 
reading  or  writing  he  should  sit  with  his  back  to  the 
window,  so  that  the  light  may  fall  on  the  book  or 
paper  over  his  left  shoulder,  the  shadow  of  his  pen 
being  thus  thrown  to  the  right,  enabling  him  to  see 
plainly  the  letters  he  is  forming. 

Attention  must  be  paid  to  the  general  health; 
iron  internally  often  being  especially  useful,  combined 
with  regular  outdoor  exercise  and  good  nutritious 
food. 

When  symptoms  of  irritation  show  themselves, 
with  a rapid  increase  in  the  myopia,  complete  rest 
must  be  given  to  the  eyes,  and  in  no  way  can  this  be 
so  conveniently  carried  out  as  by  dropping  into  the 
eyes  a solution  of  atropine  (gr.  j to  ^j)  three  times  a 
days,  for  some  two  or  three  weeks ; sounter-irritation 
may  be  applied  to  the  temples  and  behind  the  ears  in 
the  shape  of  small  blisters,  or  by  a solution  of 
iodine:  no  spectacles  must  be  allowed.  Sometimes, 
where  there  are  symptoms  of  congestion  present,  the 
artificial  leech  applied  to  the  temple  once  a week 
for  a few  weeks  does  much  good.  As  the  irritation 
gradually  subsides,  the  patient  may  be  allowed  to 
do  a little  reading  daily  in  a good  light,  the  eyes  all 
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the  time  being  kept  under  atropine ; he  may  require 
glasses  to  enable  him  to  do  this.  Thus  if  he  have 
myopia  of  3 D.  he  will  not  require  them,  his  far  point 
being  at  33  cm.;  if  he  has  — 1-5  D.  he  will  require  + 
1-5  D.  to  enable  him  to  read  at  about  33  cm.  ( + 3 D.) 
+ ( — T5  D.)  = + T5  D.;  if  the  myopia  is  6 D.  he 
will  require  — 3 D.  to  put  back  his  far  point  from  16 
to  33  cm.  ( + 3 D.)  + ( - 6 D.)  = - 3 D. 

So  long  as  the  myopia  is  progressive  it  must  always 
be  a source  of  anxiety  to  us. 

To  enable  the  patient  to  see  well  both  near  and 
distant  objects,  as  well  as  to  prevent  extreme  conver- 
gence, we  must  correct  the  myopia.  In  young  people 
with  good  accommodation  and  with  a low  degree  of 
myopia  the  full  correction  may  be  well  borne,  the 
patient  wearing  such  glasses  constantly;  and  it  has 
been  observed  that  in  those  who  from  their  youth 
have  worn  their  full  correction  constantly,  for  both 
near  and  distant  objects,  the  myopia  has  usually 
remained  stationary. 

There  are  two  exceptions  to  this  general  rule  of  the 
full  correction  of  myopes : 

1st.  Where  the  myopia  is  of  high  degree,  and  the 
acuteness  of  vision  is  reduced,  then  the  concave 
glasses  so  much  diminish  the  size  of  the  retinal 
images,  that  the  individual  is  induced  to  make  these 
images  larger  by  bringing  the  object  closer. 

2nd.  When  the  myopia  is  of  high  degree,  and  the 
patient  has,  from  long  custom,  become  used  to 
exercise  the  function  of  convergence  in  excess  of  his 
accommodation,  the  full  correction,  which  gives  him 
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perhaps  excellent  distant  vision,  causes  him  pain 
when  used  for  near  objects.  Here  we  must  give  two 
pairs  of  spectacles,  one  for  distant  vision,  and  the 
other  for  near  objects ; the  latter  may  be  gradually 
increased  in  strength  as  the  patient  becomes  accus- 
tomed to  them,  so  that  after  a time,  possibly  a year 
or  so,  the  full  correction  may  be  comfortable  for 
constant  use. 

In  those  cases  where  the  myopia  is  of  high  degree, 
and  the  patient  is  unable  to  bear  the  full  correction 
for  reading,  we  find  out  the  necessary  glass  by  sub- 
tracting from  the  lens  which  gives  the  best  acuteness 
of  vision,  that  glass  whose  focus  represents  the  dis- 
tance at  which  the  patient  wishes  to  read  or  work. 
Thus,  for  example,  — 9 D.  gives  the  best  distant 
vision ; the  patient  wishes  for  glasses  with  which  to 
read  at  33  cm.  ( — 9 D.)  + ( -f  3 D.)  = — 6 D.) ; — 6 D. 
will  be  the  glass  required,  and  will  enable  the  patient 
to  read  at  33  cm.  without  using  his  accommoda- 
tion. 

Glasses  may  also  be  required  for  music.  When  the 
myopia  is  of  low  degree,  and  we  are  certain  that  the 
disease  is  stationary,  folders  may  be  allowed  for  dis- 
tance, no  glass  being  used  for  near  work. 

Single  glasses  are  occasionally  allowed  in  low 
degrees  of  myopia  for  looking  at  distant  objects; 
they  have  the  disadvantage  that  they  encourage  the 
patient  to  give  up  binocular  vision,  and  may  so  assist 
in  the  development  of  a divergent  squint. 

When  muscular  asthenopia  is  present,  prisms  with 
their  bases  inwards  (which  diminish  the  necessity  for 
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convergence),  with  or  without  concave  glasses,  are  of 
great  value. 

When  photophobia  is  a prominent  symptom  tinted 
spectacles  may  be  comfortable  (p.  235). 

It  is  important  to  impress  on  the  patient  that  the 
glasses  for  reading  are  not  given  to  enable  him  to 
see  better,  but  to  increase  the  distance  at  which  near 
work  can  be  done. 

When  the  myopia  has  been  estimated  under  atro- 
pine, it  is  often  necessary  to  add  on  to  the  glass  so 
found  — ‘5  D.,  as  the  full  correction  under  the 
mydriatic  is  usually  this  much  weaker  than  the  cor- 
rection found  without  it,  the  reason  being  that  the 
ciliary  muscle  is  never  so  completely  relaxed  as  it  is 
by  atropine. 

I am  of  course  aware  that  the  above  optical  treat- 
ment of  myopia  is  at  variance  with  the  teaching  of 
French  authorities. 

Landolt  considers  that  the  action  of  the  ciliary 
muscle  may  have  a tendency  to  increase  the  myopia, 
and  therefore  states  that  myopes  should  never  wear 
glasses  which  require  the  patient  to  use  his  accommo- 
dation ; so  that  in  low  degrees  of  myopia  glasses  are 
only  allowed  for  distant  objects ; in  medium  degrees, 
glasses  which  under-correct  the  myopia  are  given  for 
near  objects,  so  as  to  enable  the  wearer  to  see  at  a 
given  distance  without  accommodation. 

My  own  opinion  is,  that  every  case  requires  treating 
on  its  own  merits ; very  many  myopes  wear  their  full 
correction  constantly  with  comfort,  and  if  not  with 
benefit  to  the  eyes  most  certainly  without  injury; 
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while  other  myopes  will  occasionally  be  found  who 
suffer  from  asthenopia  when  using  their  full  correction 
for  near  vision.  In  extreme  degrees  of  myopia,  and 
in  those  where  the  disease  is  increasing  rapidly,  rest 
for  the  eyes,  and  not  spectacles,  is  the  essential 
treatment. 

In  cases  of  high  myopia  (over  15  D.)  the  lens  may 
be  removed  by  a needle  operation  followed  by  curet- 
ting, and  thus  the  eye  may  be  brought  nearly  to  the 
point  of  emmetropia,  the  patient  getting  good  distant 
vision  without  glasses.  Many  of  these  cases  have 
given  most  gratifying  results.  Usually  only  one  eye 
is  operated  upon. 

See  Cas#  ^ and  19,  pp.  245  and  253. 
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CHAPTER  VIII 

ASTIGMATISM  AND  ANISOMETROPIA 

Astigmatism  (’A,  priv ; ariyua,  a point). 

Hitherto  we  have  seen  that  the  cornea  usually 
takes  but  little  part  in  the  defects  we  have  been  con- 
sidering. It  has  been  shown  that  hypermetropia  is 
almost  invariably  due  to  the  eyeball  being  too  short, 
and  myopia  to  its  being  too  long.  We  now  come  to 
a defect  in  which  the  curvature  of  the  cornea  plays  a 
very  important  part,  with  or  without  some  decrease 
or  increase  (from  the  emmetropic  standard)  in  the 
antero-posterior  diameter  of  the  eyeball;  I refer,  of 
course,  to  astigmatism,  which  is  the  commonest  of 
all  the  refractive  errors,  few  cases  of  hypermetropia 
being  entirely  free  from  it,  and  still  fewer  cases  of 
myopia.  Astigmatism  may  be  defined  as  that  state 
in  which  the  refraction  of  the  several  meridians  of 
the  same  eye  is  different : for  instance,  the  vertical 
meridian  may  be  emmetropic,  the  horizontal  hyper- 
metropic. 

Astigmatism  is  usually  congenital,  but  may  be 
acquired;  frequently  there  is  some  hereditary  ten- 
dency. 


ASTIGMATISM 


157 


Astigmatism  was  first  discovered  by  Thomas  Young 
in  1793j  who  was  himself  astigmatic. 

Astigmatism  may  be  divided  into  two  chief  varie- 
ties : 

1.  Irregular. 

2.  Regular. 

Irregular  astigmatism  consists  in  a difference  of 
refraction  in  the  different  parts  of  the  same  meridian, 
and  may  be  further  subdivided  into  normal  and 
abnormal,  (a)  Normal  irregular  astigmatism  is  due 
in  great  measure  to  irregularities  in  the  refracting 
power  of  the  different  sectors  of  the  lens  ; it  causes  a 
luminous  point  to  appear  stellate,  as  in  the  case  of  a 
star,  which  is,  in  reality,  round,  (fe)  The  abnormal 
variety  may  arise  from  the  condition  of  the  lens  or 
of  the  cornea : when  the  lens  is  at  fault,  it  may  be  a 
congenital  defect,  or  it  may  be  acquired  from  changes 
taking  place  in  the  lens  itself ; or  it  may  result  from 
partial  displacement.  The  changes  in  the  cornea 
which  may  produce  it  are,  conical  cornea,  nebulae,  and 
ulcers.  Little  can  be  done  in  the  way  of  glasses 
towards  correcting  this  form  of  astigmatism,  though 
much  improvement  of  vision  sometimes  occurs  when 
stenopaic  spectacles  are  worn,  the  opening  being 
made  to  suit  the  peculiarity  of  each  case. 

We  now  pass  on  to  the  much  more  common  variety, 
which  can  frequently  be  exactly  corrected  by  the  help 
of  piano-cylindrical  lenses. 

Regular  astigmatism  is  due  to  the  curvature  of  the 
cornea  being  different  in  the  two  meridians,  that  of 
maximum  and  minimum  refraction ; these  are  called 
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the  chief  meridians,  and  are  always  at  right  angles  to 
each  other. 

In  the  normal  eye  the  cornea  is  the  segment  of  an 
ellipsoid  and  not  of  a sphere,  so  that  there  is  a slight 
difference  in  the  refraction  of  the  two  chief  meridians, 
the  focus  of  the  vertical  meridian  being  slightly 
shorter  than  that  of  the  horizontal. 

This  can  easily  be  proved  by  looking  at  a card  on 
which  is  drawn  two  lines  crossing  each  other  at  right 
angles ; the  card  is  held  close  to  the  eye  and  gradually 
made  to  recede;  both  lines  cannot  be  seen  at  the 
same  time  with  equal  clearness,  the  horizontal  being 
seen  clearly  at  a shorter  distance  than  the  vertical 
line.  So  long,  however,  as  the  acuteness  of  vision  is 
not  impaired  it  goes  by  the  name  of  normal  astig- 
matism, or  regular  astigmatism  of  the  normal  eye. 

Parallel  rays  passing  through  a convex  spherical 
glass  come  to  a focus  at  a point.  If  the  cone  of  light 
thus  formed  be  divided  perpendicular  to  its  axis,  at 
any  point  between  the  lens  and  its  focus,  or  beyond 
the  focus  after  the  rays  have  crossed  and  are  diverg- 
ing, a circle  is  formed.  In  astigmatism  the  case  is 
different : if  parallel  rays  pass  through  a convex  lens 
which  is  more  curved  in  the  vertical  than  in  the 
horizontal  meridian,  those  rays  which  pass  through 
the  vertical  meridian  come  to  a focus  sooner  than 
those  which  pass  through  the  horizontal ; and  the 
resulting  cone,  instead  of  being  circular  as  in  the  pre- 
vious case,  will  be  more  or  less  of  an  oval,  forming  a 
circle  only  at  one  point  (4,  Figs.  76  and  77).  Let  us 
now  divide  this  cone  at  different  points  at  right  angles 
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to  its  axis,  and  notice  the  shape  of  the  diffusion 
patches  thus  produced. 

At  1,  an  oblate  oval  is  formed;  at  2,  a horizontal 
straight  line,  the  rays  passing  through  the  vertical 
meridian  having  come  to  a focus ; at  3,  4,  5,  the  rays 


Fio.  76. 


Pis.  77. 


Section  of  cone  of  light  at  1,  2,  3,  4,  5,  6,  7,  Fig.  76. 


passing  through  the  vertical  meridian  have  crossed 
and  are  diverging,  and  the  rays  passing  through  the 
horizontal  meridian  are  approaching ; at  4 a circle  is 
formed ; at  6 a vertical  straight  line,  the  rays  passing 
through  the  horizontal  meridian  have  met,  while  those 
passing  through  the  vertical  meridian  are  still  diverg- 
ing; a large  prolate  ellipse  is  formed  at  7. 

The  space  between  h and  v,  H being  the  point  at 
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wliicli  the  rays  passing  through  the  horizontal  meri- 
dian focus,  and  v the  point  at  which  the  rays  passing 
through  the  vertical  meridian  meet,  is  called  the 
interval  of  Sturm  (i.  Fig.  78). 

Regular  astigmatism  was  at  one  time  thought  to 
be  due  to  defects  in  the  curvature  of  the  lens,  but  it 
has  since  been  proved  to  depend  almost  entirely  on 


Fig.  78. 


asymmetry  of  the  cornea.  The  lens  may,  however, 
influence  it  in  two  ways : — 1st.  Its  two  chief  meri- 
dians may  not  correspond  to  those  of  the  cornea. 
2nd.  Owing  to  the  position  of  the  eye  the  lens  may 
be  situated  obliquely. 

It  has  been  experimentally  proved  that  slight 
amounts  of  corneal  astigmatism  may  be  corrected  or 
disguised  by  the  unequal  contraction  of  the  ciliary 
muscle  (one  segment  of  the  muscle  acting  while  the 
rest  of  the  circle  remains  passive) ; the  curvature  of 
the  lens  is  thus  increased  in  the  direction  of  the 
ciliary  contraction  only. 

In  astigmatism  the  vertical  meridian  of  the  cornea 
has  usually  the  maximum,  and  the  horizontal  meri- 
dian the  minimum  of  curvature,  corresponding  to  the 
astigmatism  of  the  normal  eye,  when  this  is  so,  we 
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speak  of  it  as  astigmatism  according  to  the  rule.  To 
this,  however,  there  are  numerous  exceptions.  Thus 
the  chief  meridians  may  occupy  an  intermediate 
position,  or  the  vertical  may  have  the  minimum,  and 
the  horizontal  the  maximum  of  curvature,  then  we 
have  astigmatism  against  the  rule.  Whatever  the 
direction  of  the  two  chief  meridians,  they  are  always 
at  right  angles  to  each  other. 

Tliere  are  five  varieties  of  regular  astigmatism : 

1.  Simple  hypermetropic  astigmatism. 

2.  Compound  hypermetropic  astigmatism. 

3.  Simple  myopic  astigmatism. 

4.  Compound  myopic  astigmatism. 

6.  Mixed  astigmatism. 

In  the  first  variety,  one  set  of  rays  (we  will  assume 
the  vertical,  v)  have  come  to  a focus  on  the  retina, 
while  those  at  right  angles,  the  horizontal  (h),  focus 
behind  the  eye.  Thus,  instead  of  a point,  as  in  em- 
metropia,  a horizontal  straight  line  is  formed  on  the 
retina.  Fig.  79. 

Fig.  79. 


In  the  second  variety,  both  sets  of  rays  focus  be- 
hind the  retina,  forming  an  oblate  oval  (Fig.  80). 

In  the  third  variety,  one  set  of  rays  (we  will  assume 
the  vertical)  focus  in  front  of  the  retina,  the  other  set 

11 
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on  the  retina,  thus  forming  a vertical  straight  lino 
instead  of  a point  (Fig.  81). 

In  the  fourth  variety,  both  sets  of  rays  focus  in 


Fig.  so. 


Fig.  81. 


front  of  the  retina,  forming  an  upright  oval  (Fig. 
82). 

Fig.  63. 


In  the  fifth  variety,  one  set  of  rays  has  its  focus  in 
front,  and  the  other  set  behind  the  retina  (Fig.  83). 
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In  these  five  figures,  the  focus  of  the  vertical 
rays  has  been  placed  in  front  of  the  focus  of  the 


Fig.  83. 


horizontal  rays ; of  course,  it  will  be  understood 
that  the  position  of  these  two  foci  are  frequently  re- 
versed. 

From  what  has  been  said  it  will  easily  be  seen,  that 
when  an  astigmatic  eye  looks  at  a spot,  it  sees  not  a 
spot,  but  a line,  an  oval,  or  a circle  ; hence  its  name 
(a  and  oTtyjua). 

It  is  necessary  that  it  should  be  thoroughly  under- 
stood how  the  image  of  a line  is  formed  on  the  retina : 
the  clear  perception  of  a line  depends  upon  the  dis- 
tinctness of  its  edge,  and  to  gain  a clear  image  of  this 
line  it  is  necessary  that  the  rays  coming  from  a suc- 
cession of  points  which  make  up  this  line  (they  of 
course  emerge  in  every  direction)  should  be  brought 
to  a focus  on  the  retina,  having  passed  through  the 
cornea  at  right  angles  to  the  axis  of  the  line.  Should 
they  not  do  so,  circles  of  diffusion  are  formed,  which 
overlap  each  other  and  so  render  the  edges  ill-defined. 
The  rays  which  diverge  from  the  line  parallel  with  its 
axis,  overlap  each  other  on  the  retinal  image,  in- 
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creasing  its  clearness^  except  at  the  extremities, 
where  they  overlap  and  cause  some  slight  indistinct- 
ness. Thus  a person  with  simple  astigmatism,  myopic 
in  the  vertical  and  emmetropic  in  the  horizontal,  sees 
distinctly  vertical  lines,  because  the  rays  coming  from 
the  edges  of  the  vertical  line  pass  through  the  hori- 
zontal or  emmetropic  meridian,  while  those  which 
come  from  the  line  parallel  with  its  axis  pass  through 
the  myopic  meridian  and  overlap  each  other  without 
causing  any  indistinctness  of  its  edges.  Therefore 
a patient  with  simple  astigmatism  sees  clearly  the  line 
which  is  parallel  with  his  ametropic  meridian,  and 
indistinctly  the  line  parallel  with  his  emmetropic 
meridian. 

Causes ; 

1.  Congenital  malformation  of  the  cornea,  which 

may  in  astigmatism  of  high  degree  be  part 
of  a general  malformation  of  the  face  and 
skull. 

This  variety  of  astigmatism  usually  re- 
mains unchanged  throughout  life. 

2.  Operations  involving  the  cornea  or  sclerotic, 

such  as  cataract  extractions,  iridectomy,  etc. ; 
these  operations  often  cause  by  their  cicatri- 
sation a high  degree  of  astigmatism,  which 
changes  considerably  with  time. 

Symptoms. — There  is  frequently  a want  of  sym- 
metry about  the  patient’s  head  or  face.  If  young, 
and  the  astigmatism  hypermetropic  and  of  low  degree, 
few  symptoms  may  be  present;  usually,  however,  the 
patient  complains  of  defective  vision,  with  asthenopia, 
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especially  if  his  work  be  such  that  his  accommoda- 
tion is  in  constant  use ; sometimes  headache  is  a very 
marked  symptom^  either  frontal  or  occipital ; he  has 
probably  tried  all  sorts  of  spectaclesj  and  can  find  none 
to  suit  him.  On  trying  him  at  the  distant  type,  his 
acuteness  of  vision  is  always  below  the  normal,  the 
mixed  variety  of  astigmatism  affecting  it  most,  and 
next  the  compound.  The  way  the  patient  reads  the 
type  may  be  an  indication  of  the  defect : he  may  be 
able  to  read  certain  letters  better  than  others ; thus 
he  may  decipher  some  letters  of  ^ only,  and  yet 
be  able  to  read  some  of  and  even  some  of 
We  sometimes  notice,  when  trying  the  acuteness  of 
vision,  that  the  patient  sees  much  better  if  allowed 
to  hold  his  head  on  one  side;  by  doing  this  he  places 
his  nose  somewhat  in  the  line  of  vision  of  the  eye 
he  is  using,  and  so  cuts  off  some  of  the  rays  which 
would  otherwise  enter  his  pupils,  thus  diminishing 
his  circles  of  diffusion.  It  is  possible  that  if  his  chief 
meridians  are  oblique,  by  thus  tilting  them  he  brings 
them  to  correspond  with  the  meridians  of  the  object 
looked  at.  Whether  this  explanation  be  the  correct 
one  I know  not,  but  we  may  generally  feel  pretty 
confident,  when  we  see  the  patient  looking  at  the 
test-type  with  his  head  on  one  side,  that  astigmatism 
is  present.  One  frequently  hears  it  said  that  images 
formed  on  the  retina  in  astigmatism  are  distorted; 
this,  however,  is  not  the  Case,  as  can  readily  be  proved 
by  making  one’s  own  eye  astigmatic,  by  placing  in 
front  of  it  a cylindrical  glass : a certain  amount  of 
blurring  and  indistinctness  is  produced,  but  no  actual 
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distortion^  the  distance  between  the  cornea  and  retina 
being  insufficient. 

Usually  both  eyes  are  affected,  sometimes  quite 
symmetrically.  Frequently,  however,  there  is  a great 
difference,  one  eye  being  almost  emmetropic,  the  other 
very  astigmatic. 

In  astigmatism,  when  the  chief  meridians  of  one 
eye  are  at  right  angles  to  the  chief  meridians  of  the 
other,  binocular  may  be  much  better  than  monocular 
vision : we  will  illustrate  this  by  a simple  example. 
The  right  eye  we  will  assume  to  be  hypermetropic 
2 D.  in  the  vertical  meridian,  emmetropic  in  the  hori- 
zontal ; the  left  emmetropic  in  the  vertical,  hyperme- 
tropic in  the  horizontal  2D.  We  know  that  the 
patient,  looking  at  the  fan  of  radiating  lines  with  the 
right  eye  only,  will  see  the  vertical  lines  distinctly, 
the  horizontal  only  by  accommodating ; with  the  left 
eye  the  horizontal  lines  will  be  clearly  seen,  the  ver- 
tical ones  indistinctly;  with  the  two  eyes  all  the 
lines  will  appear  fairly  distinct,  the  image  in  one  eye 
overlapping  that  of  the  other.  We  seldom  find  a 
case  in  which  the  correction  is  so  complete  as  in  our 
example,  but  we  meet  with  cases  where  partial  cor- 
rection takes  place. 

In  my  experience  vision  is  less  impaired  when  the 
chief  meridians  are  vertical  and  horizontal  than  when 
they  are  oblique. 

As  hypermetropia  is  more  common  than  myopia, 
BO  also  is  hypermetropic  astigmatism  of  more  frequent 
occurrence  than  the  myopic  variety,  though  few 
myopes  will  be  found  who  are  quite  free  from  astig- 
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matism.  Mixed  astigmatism  is  tte  least  frequently- 
met  with. 

Ifj  after  trying  the  patient  at  the  distant  type,  we 
are  not  satisfied  with  the  result,  though  perhaps  we 
have  some  improvement  with  either  convex  or  con- 
cave glasses,  we  may  suspect  astigmatism  and  pass 
on  to  some  of  the  special  tests  by  which  it  may  be 
diagnosed  and  estimated. 

If  astigmatism  exist,  our  first  object  must  be  to 
find  out  the  direction  of  the  two  principal  meridians, 
viz.  those  of  maximum  and  minimum  refraction. 

Most  of  the  tests  for  astigmatism  are  based  upon 
the  principles  of  the  perception  of  a line.  An  astig- 
matic eye  looking  at  a test  object  composed  of  lines 
radiating  from  a centre,  and  numbered  for  conve- 
nience like  the  face  of  a clock,  is  unable  to  see  all  the 
lines  equally  clearly.  The  line  seen  most  distinctly 
indicates  the  direction  of  one  of  the  two  chief 
meridians;  the  other  chief  meridian  being  of  course 
at  right  angles  to  the  one  most  clearly  seen.  The 
fan  of  radiating  lines  now  very  commonly  used,  as 
well  as  the  clock  face  with  movable  hand,  are 
all  convenient  test  objects.  The  striped  letters  of 
Dr.  Pray  are  useful  for  indicating  one  of  the  chief 
meridians. 

To  test  and  measure  the  astigmatism,  we  place  our 
patient  ‘at  a distance  of  six  metres  in  front  of  the 
clock.  Pig.  84,  covering  up  one  eye  with  a ground- 
glass  disc.  Supposing  he  see  plainly  the  three  lines 
from  12  to  6,  all  the  other  lines  being  more  or  less 
indistinct,  those  from  3 to  9 most  so ; and  further,  if 
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on  placing  before  tbe  eye  a weak  positive  glass  we 
find  tliat  lines  from  12  to  6 are  blurred,  we  know  then 


Fro.  84. 


that  the  horizontal  meridian — that  is,  the  meridian 
at  right  angles  to  the  clearly  defined  line — is  emme- 
tropic, as  well  as  being  one  of  the  principal  meridians. 
We  now  direct  him  to  look  steadily  at  the  lines  from  3 
to  9,  i.  e.  those  at  right  angles  to  the  lines  first  seen; 
we  try  what  spherical  glass  enables  him  to  see  these 
lines  distinctly  and  clearly ; this  glass  is  the  measure 
of  the  refraction  of  the  vertical  meridian,  and  there- 
fore also  of  the  astigmatism. 

To  obtain  reliable  results,  the  eye  must  be  tho- 
roughly under  the  influence  of  atropine. 

Supposing  lines  from  12  to  6 be  clearly  seen,  but 
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that  with  a weak  convex  glass  they  are  blurred ; and 
that  on  looking  at  lines  3 to  9 no  convex  glass  im- 

PlG.  85. 


proves  their  clearness,  while  — ID.  renders  them 
quite  distinct,  the  case  is  one  of  simple  myopic  astig- 
matism. 

With  the  ophthalmoscope  the  astigmatism  may  also 
be  recognised.  1st.  With  the  indirect  method  we 
find  that  the  shape  of  the  disc,  instead  of  being  cir- 
cular, is  more  or  less  oval,  changing  its  shape  as  the 
objective,  which  must  be  held  exactly  perpendicular, 
is  withdrawn.  2nd.  With  the  direct  method  we  find 
that  the  disc  appears  oval,  the  long  axis  of  the  oval 
corresponding  to  the  meridian  of  greatest  refraction. 
Figs.  86  and  87  show  the  same  disc  as  seen  by  the 
direct  and  indirect  examination. 

It  is,  however,  the  difference  in  degree  of  the  clear- 
ness of  the  retinal  vessels  that  is  to  be  taken  as  the 
guide,  not  only  of  the  chief  meridians,  but  also  of  the 
kind  and  amount  of  error.  To  detect  this,  assuming 
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that  the  chief  meridians  are  vertical  and  horizontal, 
we  take  notice  first  of  the  lateral  margins  of  the  disc, 


Fig.  86.*  Pio.  87. 


find  out  the  strongest  positive,  or  the  iveakest  negative 
glass,  with  which  these  are  distinctly  seen,  using  a re-^ 
fracting  ophthalmoscope.  We  then  take  a horizontal 
vessel  with  the  upper  and  lower  margins  of  the  disc, 
and  estimate  their  refraction  in  the  same  manner. 
Thus  a vessel  going  upwards  is  first  taken ; it  is  seen 
well  with  convex  1,  the  horizontal  meridian  therefore 
is  hypermetropic  1 D.  A horizontal  vessel  is  now 
looked  at,  and  can  be  best  seen  with  concave  1,  show- 
ing that  the  vertical  meridian  is  myopic  one  dioptre ; 

* I liftve  to  thank  Mr.  Nettleship  for  these  woodcuts  from  his  work 
on  ‘ Diseases  of  the  Eye.’ 
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tlie  case  is,  therefore,  one  of  mixed  astigmatism. 
When  the  chief  meridians  are  not  vertical  and  hori- 
zontal, we  must  endeavonr  to  find  a vessel  which 
coincides  with  one  of  the  chief  meridians,  and  having 
estimated  this,  we  look  for  a vessel  at  right  angles 
to  that  first  chosen,  and  find  out  its  refraction  in  the 
same  way ; this  gives  us  the  other  chief  meridian. 

3rd.  Retinoscopy.  This  is,  I think,  the  easiest  and 
most  trustworthy  of  all  the  objective  methods.  The 
patient  being  fully  atropised,  the  principal  axes  can 
be  seen  at  a glance,  and  the  proper  glasses  for  cor- 
recting the  error  easily  found  by  anyone  who  has 
taken  the  trouble  to  familiarise  himself  with  this 
method  of  examination.  For  a full  description  of 
retinoscopy  the  reader  must  refer  to  Chap.  Y,  p.  82. 

Astigmatism  requires  for  its  correction  a cylindrical 
glass,  and  reference  has  already  been  made  to  such  a 
lens  on  p.  32. 

This  cylindrical  glass  is  the  segment  of  a cylinder; 
whereas  a spherical  glass  is  the  segment  of  a sphere. 
The  cylinder  may  be  either  concave  or  convex,  and  is 
numbered  according  to  the  refraction  of  the  meridian 
of  greatest  curvature  ; the  result  upon  rays  that  pass 
through  it  is,  that  those  which  pass  through  parallel 
to  its  axis  undergo  no  refraction ; all  other  rays  are 
refracted,  those  most  so  which  pass  at  right  angles 
to  the  cylinder.  A cylinder  thus  possesses  the  power 
of  exactly  neutralising  the  astigmatism. 

On  referring  back  to  Fig.  79,  which  represents  a 
case  of  simple  hypermetropic  astigmatism,  the  vertical 
meridian  being  emmetropic  and  the  horizontal  meri- 
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dian  hypermetropic,  it  will  be  seen  that  a convex 
cylinder  can  be  found,  which  with  its  axis  vertical 
will  increase  the  refraction  of  rays  passing  through 
the  horizontal  meridian,  so  that  they  meet  exactly  on 
the  retina.  Suppose  the  glass  required  bo  + 1 D. 
cylinder,  this  not  only  corrects,  but  is  itself  a measure 
of  the  astigmatism.  If  a patient  with  astigmatism  of 
1 D.  be  able  to  read  of  the  distant  type  and  with 
the  cylinder  + 1 D.  axis  vertical  -I,  it  may  be  ex- 
pressed in  the  following  manner : ^ -f  1 D.  ey.  axis 
vert.  = -I. 

Fig.  80  represents  compound  hypermetropic  astig- 
matism. We  find  out  the  refraction  of  each  chief 
meridian  by  retinoscopy  or  the  clock  face.  Assuming, 
then,  the  vertical  meridian  to  be  -h  1 D.,  and  the 
horizontal  -p  2 D.,  if  we  place  our  positive  cylinder  + 
1 D.  with  its  axis  vertical,  we  shall  have  corrected 
the  astigmatism,  and  the  error  will  be  reduced  to  one 
of  simple  hypermetropia,  requiring  for  its  correction 
-f  1 D.  sphere.  This  combination  of  sphere  1 D. 
with  cylinder  1 D.  axis  vertical  is  made  in  one 
glass,  by  the  optician  grinding  upon  one  side  the 
sphere  -f  1 D.  and  on  the  other  the  cylinder  + 1 D. 
The  lens  thus  formed  is  called  a spherico-cylindrical 
lens. 

Fig.  81  represents  simple  myopic  astigmatism,  in 
which  the  vertical  meridian  is  myopic  and  the  hori- 
zontal emmetropic.  To  correct  this  error  it  is  neces- 
sary to  cause  the  rays  which  pass  through  the  vertical 
meridian  to  be  so  refracted  that  they  meet  at  instead 
of  in  front  of  the  retina.  Here  it  is  obvious  that  a 
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negative  cylinder  with  its  axis  horizontal  will  accom- 
plish this  object. 

Fig.  82  represents  compound  myopic  astigmatism. 
Both  sets  of  rays  focus  in  front  of  the  retina^  oije 
set  in  advance  of  the  other.  This  is  corrected  by 
carrying  the  focus  back  by  a negative  sphere,  and  so 
reducing  the  case  to  one  of  simple  myopic  astig- 
matism, which  is  corrected  by  a negative  cylinder. 
This  glass  is  called  a negative  spherico-cylindrical 
lens. 

Fig.  83  represents  mixed  astigmatism.  One  set  of 
rays  focus  in  front  of  the  retina,  the  other  set  behind 
it.  The  difference  between  these  is  the  amount  of 
astigmatism,  and  may  be  corrected  in  three  different 
ways.  Thus  supposing  the  vertical  meridian  myopic 
1 D.,  and  the  horizontal  hypermetropic  1 D.,  the 
correction  may  be  made  by  — 1 D.  cylinder  axis 
horizontal,  which  puts  back  the  vertical  rays  so  as  to 
focus  on  the  retina,  combined  with  a -f  1 D.  cylinder 
axis  vertical,  which  brings  forward  the  horizontal 
rays  to  the  retina.  This  compound  lens  is  called  a 
concavo-convex  cylinder.  There  are,  however,  some 
difficulties  in  using  this  method  of  correction;  the 
axes  of  the  cylinders  have  to  be  arranged  with  such 
exactness,  that  the  slightest  variation  may  upset  the 
whole  result.  Besides,  it  is  difficult,  when  using  such 
a combination  at  the  distant  type,  to  make  alterations 
with  the  same  facility  with  which  one  does  other 
combinations.  Moreover,  during  the  grinding,  very 
great  care  is  required  of  the  optician;  so  that 
eiihcr  of  the  following  plans  seems  preferable:  by 
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a concave  spherical  glass  of  1 D.,  combined  with 
a convex  cylinder  of  2 D.  axis  vertical ; or  by  a 
+ 1 D.  sphere^  combined  with  — 2D.  cylinder  axis 
horizontal. 

Treatment. — Having  found  out  by  one  of  these 
numerous  methods  the  refraction  of  the  two  chief 
meridians,  we  confirm  the  result  by  trying  the  patient 
at  the  distant  type  with  the  combination  so  found, 
making  any  slight  alterations  which  may  be  necessary. 
These  glasses  may  be  ordered  at  once,  remembering, 
when  atropine  has  been  used,  that  in  hypermetropic 
astigmatism  we  must  reduce  the  convex  sphere  about 
1 D.,  while  in  the  myopic  variety  the  concave  sphere 
must  be  slightly  increased  by  about  *5  D. 

We  frequently  have  to  be  satisfied  with  glasses 
which  do  not  raise  the  vision  to  -f,  and  if  such  have 
been  carefully  chosen,  we  often  find  that  after  they 
have  been  worn  for  some  time  the  vision  improves, 
due  no  doubt  to  the  retina  becoming  more  sensitive  to 
well-defined  images,  a condition  of  things  to  which  it 
was  previously  unaccustomed. 

In  ordering  glasses  for  astigmatism,  we  must  be 
careful  to  give  the  exact  axis  of  each  cylinder : opti- 
cians supply  us  with  convenient  forms,  having  the 
diagram  of  a frame  marked  in  degrees ; we  indicate 
the  axis  by  drawing  a line  through  this  diagram. 

The  Ophthalmometer  of  Javal  and  Schiotz  is  an 
instrument  for  measuring  the  amount  of  corneal 
astigmatism.  Scientifically  it  may  be  of  much  value, 
as  by  it  we  are  enabled  to  separate  astigmatism  due 
to  the  cornea  from  that  due  to  the  lens ; but  the 
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price  will  prevent  its  coming  into  general  use,  espe- 
cially as  we  possess  so  many  other  methods  by  which 
astigmatism  may  be  estimated,  and  probably  the 
separation  of  the  two  forms  of  astigmatism  is  a dis- 
advantage practically,  when  we  are  seeking  to  correct 
the  defect. 

With  the  ophthalmometer  two  objects  are  reflected 
on  to  the  cornea  of  the  observed  eye ; these  objects 
are  of  white  enamel,  one  quadrilateral  in  shape,  the 
other  of  the  same  size  except  that  on  one  side  it  is 
cut  out  into  five  steps : these  two  objects  slide  on 
a semicircular  arm,  which  rotates  round  the  tube 
through  which  the  observer  looks,  one  object  on 
either  side  of  the  tube ; the  observer  looking  through 
this  tube,  which  contains  a combination  of  convex 
glasses  and  a bi-refracting  prism,  sees  four  magnifled 
images  in  a line  on  the  cornea  under  examination. 
First  find  out  the  meridian  of  least  refraction;  this 
we  are  able  to  do  by  finding  the  position  of  the  semi- 
circular arm,  in  which  the  two  central  images  (one 
quadrilateral,  the  other  with  steps)  are  furthest  apart. 
We  slide  the  two  objects  together  until  we  see  the 
two  central  images  on  the  observed  cornea  just 
touch,  the  lowest  step  of  the  one  with  the  side  of  the 
other ; this,  then,  is  the  meridian  of  least  refraction, 
and  we  note  it  down  as  such.  Now  turn  the  arm  at 
right  angles  to  this  meridian,  and  notice  the  amount 
of  overlapping  of  the  two  central  images ; each  step 
in  the  one  figure  that  is  overlapped  by  the  quadri- 
lateral one  is  equal  to  one  dioptre.  Thus  if  it  over- 
lap three  steps,  there  is  a difference  of  3 D.  between 
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the  meridians  of  least  and  greatest  refraction;  we 
know  this  to  be  the  meridian  of  greatest  refraction, 
because  it  is  at  right  angles  to  the  one  first  found. 

As  there  are  only  five  steps,  when  there  is  a differ- 
ence of  5 D,  between  the  two  meridians,  the  one 
figure  will  exactly  overlap  the  other;  for  higher 
degrees  we  have  to  calculate  how  much  the  figure 
with  the  steps  projects  beyond  the  quadrilateral 
figure ; or  we  may  place  in  the  tube  a stronger  bi- 
refracting  prism,  then  each  step  may  be  counted  as 
two  dioptres  instead  of  one. 

Nordenson  has  obtained  some  interesting  statistics 
with  this  ophthalmometer  (^Ophthalmic  Review’  for 
July,  1883)  in  226  school  children.  As  a result  of 
these  statistics  he  is  of  opinion — 

1st.  That  the  correction  of  corneal  astigmatism  by 
means  of  the  lens  in  young  persons  is  the  rule. 

2nd.  That  corneal  astigmatism  amounting  to  one 
and  a half  dioptres  is  incompatible  with  normal 
acuteness  of  vision. 

Nordenson’s  observations  agree  with  the  opinion 
expressed  by  Javal  that  astigmatism  predisposes  to 
myopia. 

Tweedy’s  Optometer  affords  an  easy  method  of 
estimating  the  refraction  in  astigmatism.  It  consists 
essentially  of  a plate  carrying  the  figure  of  a dial 
marked  with  fine  dark  radiating  lines  at  angles  of  15° 
with  each  other ; the  plate  is  attached  to  a horizontal 
bar  half  a metre  long,  divided  into  centimetres,  on 
which  it  may  be  made  to  slide : at  the  proximal  end 
of  the  bar  is  a semicircular  clip,  marked  with  degrees 
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corresponding  to  those  on  the  dial,  and  intended  to 
hold  the  cylindrical  lens.  In  order  to  use  the  instru- 
ment properly,  the  following  instructions  must  he 
strictly  complied  with : 

1st.  The  eye  about  to  be  examined  having  pre- 
viously been  placed  completely  under  atropine,  and 
made  artificially  myopic  to  about  4 D.  by  means  of  a 


Fig.  88. 


strong  convex  lens  placed  in  a spectacle  frame,  and 
the  opposite  eye  excluded  by  an  opaque  disc,  the 
patient  should  sit  down  before  the  instrument,  place 
the  eye  with  the  lens  before  it  close  to  the  clip,  and 
with  the  head  erect  should  look  straight  in  front  at 
the  radiating  lines  of  the  dial. 

2nd.  The  dial  having  first  been  removed  beyond 
the  point  of  distinct  vision,  should  then  be  gradually 
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approximated  along  the  bar,  nntil  at  least  one  of  the 
lines  is  clearly  and  distinctly  seen ; after  this  the  dial 
should  on  no  account  be  moved,  but  its  distance  from 
the  eye  accurately  noted. 

If  all  the  radiating  lines  come  into  view  with  equal 
clearness  at  the  same  time  there  is  but  slight  astig- 
matism ; but  if  whilst  one  line  is  clearly  seen,  that  at 
right  angles  to  it  is  blurred,  there  is  astigmatism, 
which  may  be  corrected  by  placing  in  the  semicir- 
cular clip  a concave  cylindrical  lens  with  its  axis 
parallel  to  the  blurred  line,  or  at  right  angles  to  that 
first  distinctly  seen. 

From  the  result  of  (2)  we  learn  (a)  the  direction  of 
the  two  principal  meridians,  of  maximum  and  mini- 
mum refraction;  (b)  the  presence  or  absence  of 
hypermetropia  or  myopia,  and  the  degree;  (c)  the 
presence  or  absence  of  abnormal  regular  astigmatism, 
including  its  direction  and  degree,  (o)  The  meridian 
of  greatest  refraction  is  parallel  to  the  line  seen  at 
the  greatest  distance  of  distinct  vision,  while  the 
meridian  of  least  refraction  is  always  at  right  angles 
to  it.  (6)  The  presence  or  absence  of  ametropia  is 
determined  by  the  distance  at  which  the  radiating 
lines  are  clearly  seen.  If  there  be  emmetropia,  the 
lines  will  be  seen  exactly  at  the  distance  of  the  focal 
length  of  the  lens  employed  to  produce  the  artificial 
myopia : if  there  be  hypermetropia,  the  lines  will  be 
seen  beyond  that  point ; if  myopia,  within.  The  degree 
of  ametropia  may  be  estimated  by  the  following  cal- 
culation. The  greatest  distance  of  distinct  vision, 
mimis  the  focal  length  of  the  lens,  divided  by 
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the  multiple  of  these  numbers^  equals  the  degree  of 
ametropia. 

(c)  If,  however,  there  be  astigmatism,  the  above 
calculation  will  give  the  refraction  for  the  meridian 
of  least  refraction  only;  the  degree  of  astigmatism 
will  be  represented  by  the  focal  length  of  the  weakest 
concave  cylinder,  which,  placed  with  its  axis  parallel 
to  the  blurred  line,  makes  this  line  as  clear  and 
distinct  as  that  first  seen.  The  whole  ametropia  may 
then  be  corrected  by  combining  the  spherical  lens 
required  for  the  correction  of  the  meridian  of  least 
refraction,  with  the  weakest  cylindrical  lens  which 
by  actual  experimentation  has  been  found  sufficient 
to  correct  the  astigmatism. 

Placido’s  disc  consists  of  a circular  sheet  of  tin  on 
which  is  painted  concentric  circles  of  black  and  white ; 
it  enables  one  to  detect  the  chief  meridians  of  the 
cornea  at  a glance.  The  patient  being  placed  with 
his  back  to  the  light  is  directed  to  look  at  the  centre 
of  the  disc,  while  the  observer,  holding  the  instru- 
ment close  to  his  own  eye  and  at  a convenient  dis- 
tance from  the  patient’s,  looks  through  the  hole  in  its 
centre;  he  sees  an  image  of  the  concentric  circles 
reflected  on  the  cornea : if  astigmatism  exist,  the 
rings  will  appear  elliptical,  with  the  long  axis  corre- 
sponding with  the  meridian  of  least  curvature.  Cases 
of  irregular  astigmatism  and  conical  cornea  are  easily 
detected  by  this  method. 

The  stenopaic  slit,  which  consists  of  a metal  disc 
having  an  oblong  opening  in  it  about  2 mm.  broad, 
is  used  by  some  observers  for  working  out  cases  of 
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astigmatism.  The  disc  is  placed  in  a trial  frame  in 
front  of  the  eye  we  wish  to  examine ; and  while  the 
patient  looks  steadily  at  the  distant  type  the  disc  is 
slowly  rotated,  so  that  the  slit  is  brought  successively 
in  front  of  each  meridian,  the  position  in  which  the 
best  vision  is  obtained  is  noted ; we  then  try  convex 
and  concave  spheres  in  front  of  the  slit,  to  see  if  any 
improvement  take  place.  The  slit  is  now  in  line  with 
one  of  the  chief  meridians  j let  us  turn  the  disc  round 
90°,  so  that  the  slit  may  occupy  the  position  of  the 
other  chief  meridian,  and  find  out  what  sphere  most 
improves  vision.  Thus,  supposing  with  the  slit  in  the 
vertical  direction  the  patient  reads  while  convex 
glasses  in  front  of  the  slit  make  it  indistinct,  the 
vertical  meridian  is  emmetropic ; and  on  turning  the 
slit  so  that  it  is  horizontal,  the  patient  reads  but 
with  + 2 D.  sphere  the  vision  equals  the  horizontal 
meridian  is  then  hypermetropic,  and  the  case  is  there- 
fore one  of  simple  hypermetropic  astigmatism,  re- 
quiring for  its  correction  -t-  2 D.  cylinder  axis  vertical. 
On  looking  through  the  slit,  placed  between  the  prin- 
cipal meridians,  circles  of  diffusion  are  formed,  and 
the  object  has  the  appearance  of  being  drawn  out  in 
the  direction  of  the  slit. 

Dr.  Tempest  Anderson,  of  York,  has  invented  an 
ingenious  instrument  by  which  astigmatism  may 
be  estimated  in  a subjective  manner;  an  image  of 
an  illuminated  radiating  screen  is  thrown  on  the 
retina,  and  is  visible  to  the  observer;  the  position 
of  the  screen  on  a graduated  bar  shows  the  refrac- 
tion. 
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The  inventor  claims  for  his  instrument  the  follow- 
ing advantages : 

1.  The  observations  and  measurements  are  made  by 
the  observer,  and  are  entirely  independent  of  the 
patient's  sensations,  though  these  may  be  used  as  an 
adjunct  if  wished. 

2.  An  image  thrown  on  the  retina  being  used  as  an 
object,  the  error  arising  from  the  vessels  or  optic 
nerve  being  before  or  behind  the  retina  is  avoided. 

3.  The  refraction  and  accommodation  of  the  ob- 
server does  not  affect  the  result.  It  is  only  necessary 
that  he  should  be  able  to  see  whether  certain  lines 
are  sharply  defined. 

In  addition  to  the  methods  already  described  for 
estimating  astigmatism,  many  others  are  known. 

See  Cases  3,  4,  5,  6,  7,  8,  9,  p.  110,  &c.j  also  20 
and  21,  p.  254. 
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Anisometropia 

Anisometropia  (a,  priv. ; laoQ,  equal;  /utrpov,  mea- 
sure ; H)ip,  the  eye)  is  the  term  applied  to  cases  which 
frequently  occur,  where  the  two  eyes  vary  in  their 
refraction.  The  defect  is  usually  congenital,  but  it 
may  be  acquired,  as  in  aphakia  or  loss  of  accommoda- 
tion in  one  eye.  Every  possible  combination  may 
exist : one  eye  may  be  emmetropic,  the  other  myopic 
or  hypermetropic ; or  one  more  myopic,  hyperme- 
tropic, or  astigmatic  than  the  other. 

Anisometropia  may  be  met  with  under  three  chief 
forms  : 

1.  Cases  where  binocular  vision  is  present. 

2.  When  the  eyes  are  used  alternately. 

3.  One  eye  is  permanently  excluded  from  vision. 

1.  In  the  first  variety  the  difference  in  refraction  is 
usually  not  very  great ; and  if  it  were  possible  for  the 
patient  to  accommodate  unequally  in  the  two  eyes,  he 
might  be  able  to  obtain  clear  images  on  each  retina ; 
but  it  is  probable  that  the  two  ciliary  muscles  make 
the  same  effort,  with  the  result  that  in  one  eye  the 
image  is  well  defined,  in  the  other  indistinct. 

2.  When  the  eyes  are  used  alternately,  then  one 
eye  is  usually  emmetropic  or  hypermetropic,  and  is 
employed  for  distant  vision ; while  the  other  is  myopic 
and  is  used  for  near  work. 

3.  When  the  difference  between  the  two  eyes  is  very 
great  the  best  eye  may  be  used  exclusively,  while 
the  vision  in  the  other  is  very  bad,  and  frequently 
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deviates  outwards  or  inwards ; in  many  of  these  cases 
one  eye  is  emmetropic  or  slightly  hypermetropic,  the 
other  highly  myopic. 

Treatment. — When  the  difference  is  not  very  great 
(1  or  1’5  D.),  and  vision  in  both  eyes  is  good,  we  may 
give  each  eye  its  correction  for  constant  use ; for  so 
long  as  the  eye  whose  refraction  is  the  more  defective 
still  co-operates  in  binocular  vision,  sight  is  improved 
thereby.  Especially  is  this  full  correction  useful  in 
cases  of  myopia  with  divergent  strabismus,  the  in- 
creased stimulus  to  binocular  vision  being  sometimes 
sufficient  to  prevent  the  squint. 

Many  cases  do  not  stand  their  full  correction  for 
each  eye  with  comfort ; they  complain  of  strain,  dis- 
comfort, and  headache,  though  the  younger  the  patient 
the  less  liable  is  he  to  suffer  from  these  symptoms. 

The  asthenopia  which  often  results  from  giving 
each  eye  its  exact  correction  may  possibly  be  due  to 
the  different  prismatic  effect  which  must  result  when 
the  patient  looks  obliquely  through  his  two  glasses 
which  have  a different  refractive  power,  and  it  has 
been  suggested  by  Mr.  W.  A.  Dixey  to  overcome  this 
difficulty  by  using  a bifocal  lens  before  the  eye 
whose  refraction  is  more  defective.  This  can  be  done 
by  grinding  a small  central  portion  of  the  glass — that, 
in  fact,  which  is  immediately  in  front  of  the  pupil — 
of  such  a focus  as  to  fully  correct  the  error,  while  the 
other  part  of  the  lens  will  be  ground  of  the  same 
focus  as  the  glass  in  front  of  the  less  defective  eye. 
Thus,  to  take  an  example,  a patient  has  4 D.  of  myopia 
in  the  right  eye  and  2 D.  in  the  left ; for  the  right  eye 
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lie  \YOuld  require  a glass  which  was  — 4 D.  in  tho 
centrOj  — 2 D.  at  the  margin^  while  the  left  eye  would 
be  supplied  with  — 2D. 

When  one  eye  is  emmetropic  and  tho  other 
myopic,  no  glass  will  probably  be  required,  the 
emmetropic  eye  being  used  for  distance,  tho  myopic 
eye  for  reading,  &c.  When  the  difference  in  the 
refraction  is  greater  than  1'5  D.  we  may  have  to 
be  satisfied  with  partially  correcting  the  difference, 
and  this  result  can  only  be  arrived  at  by  trying 
each  case,  some  people  tolerating  a much  fuller 
correction  than  others,  our  object  being  to  give  as 
near  as  possible  the  full  correction  for  each  eye. 
When  binocular  vision  does  not  exist,  frequently  no 
attempt  can  be  made  to  correct  the  two  eyes,  and 
then  we  generally  give  glasses  that  suit  the  best  eye. 
In  cases  of  aphakia,  &c.,  where  one  eye  is  used  almost 
entirely,  while  the  other,  though  defective,  still  pos- 
sesses vision,  it  is  an  excellent  plan  to  insist  on  the 
latter  being  daily  exercised  with  a suitable  glass, 
the  good  eye  being  at  the  same  time  covered ; by  this 
means  the  bad  eye  is  prevented  from  becoming  worse, 
and  can  at  any  time  be  utilised  should  occasion 
require. 

See  Cases  14  and  15,  pp.  248  and  251. 
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CHAPTER  IX 

PRESBYOPIA.  Pr.  (TrptffjSuc,  old ; w\p,  eye) 

With  advancing  age  many  changes  take  place  in 
the  eye.  The  acuteness  of  vision  becomes  less,  owing 
partly  to  a loss  of  transparency  in  the  media,  and 
partly  to  a diminution  in  the  perceptive  and  con- 
ductive powers  of  the  retina  and  the  optic  nerve.  At 
the  age  of  forty  the  acuteness  of  vision  is  almost 
unaltered,  the  bottom  line  of  the  distant  type  being 
read  at  a little  over  6 metres ; at  fifty  it  can  still  be 
read  at  6 metres,  but  after  this  time  it  diminishes 
regularly,  so  that  by  the  eightieth  year  vision  may 
have  decreased  to  or  In  addition  to  these 

changes,  the  accommodation  gradually  diminishes 
from  a very  early  period,  the  near  point  slowly  but 
steadily  receding.  This  change  in  the  accommo- 
dation occurs  in  all  eyes,  whatever  their  refraction, 
and  is  due  to  an  increased  firmness  of  the  lens, 
whereby  its  elasticity  is  lessened;  and  perhaps  also 
in  some  slight  degree  to  loss  of  power  in  the  ciliary 
muscle  due  to  advancing  age.  The  lens  also 
approaches  the  cornea,  and  becomes  somewhat 
flatter.  This  failure  of  the  accommodation  begins 
as  early  as  the  tenth  year,  at  an  age  when  all  the 
functions  of  the  body  are  still  developing. 
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Presbyopia  must  therefore  be  looked  upon  as  a 
physiological  condition. 

When  the  binocular  near  point  has  receded  beyond 
the  distance  at  which  we  are  accustomed  to  read 

Fia.  89, 


Bingram  showing  the  course  of  accommodation  in  an  emme- 
tropic eye.  The  figures  at  the  top  of  the  diagram  indicate 
the  age;  those  at  the  side  the  amount  of  accommodation 
and  the  p.  p.  in  centimetres;  the  oblique  line  represents 
the  course  of  the  punctum  proximura,  and  the  horizontal 
line  that  of  the  pnnctum  remotum;  the  space  between  the 
two  lines  gives  the  amplitude  of  accommodation.  From 
this  diagram  we  can  calculate  the  amplitude  of  accommo- 
dation possessed  at  any  age. 

and  write  with  comfort,  we  become  restricted  in  our 
work.  Donders  has  fixed  this  point  at  22  cm. 
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Presbyopia,  therefore,  may  be  arbitrarily  stated  to 
exist  when  the  binocular  near  point  has  receded  to  22 
cm.,  and  this  occurs  usually  in  the  emmetrope  about 
the  age  of  forty-five.  Because  in  order  to  see  at  22 
cm.,  a positive  refractive  power  of  4'5  is  necessary 
(1^0  = 4-5) ; at  the  age  of  forty,  the  eye  possesses 
just  this  amount  of  refractive  power;  but  if  the  eye 
has  not  so  much  accommodation,  then  we  must  give 
such  a convex  glass  which,  added  to  it,  brings  up 
the  positive  refraction  to  4‘5  D. : for  example,  at 
the  age  of  fifty-five,  when  the  eye  possesses  only 
rS  D.  of  accommodation,  we  give  a convex  glass 
of  3 D.,  because  1‘5  D.  -f  3 D.  = 4'5  D.  (see  table, 
p.  191). 

To  find  the  punctum  proximum  of  an  emmetrope, 
we  have  only  to  divide  the  number  of  dioptres  of 
accommodation  which  he  possesses  into  100  cm. 
Thus  at  twenty  there  are  10  D.  of  accommodation; 
this  would  give  us  10  cm.  as  the  near  point.  At 
forty  there  are  4'5  D.,  in  which  case  the  near  point  is 
22  cm. 

When  the  punctum  proximum  has  receded  to  22 
cm.,  the  point  at  which  it  is  convenient  to  read  is 
considerably  further  away,  since  for  Sustained  vision 
only  about  half  of  the  accommodation  can  be  used. 
Thus  a person  with  4 D.  of  accommodation  would 
have  his  near  point  at  25  cm.  with  the  maximum 
contraction  of  his  ciliary  muscle,  and  if  he  can  only 
comfortably  use  about  half  this  for  continuous  work, 
his  reading  point  would  be  50  cm. ; this  is  too  great 
a distance.  We  bring  back  the  near  point  by  convex 
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glasses,  wliicli  is  practically  the  same  as  increasing 
the  accommodation. 

Although  we  hare  said  that  only  about  one  half  of 
the  accommodation  can  be  used  for  sustained  vision, 
this  is  not  absolutely  correct : the  amount  which  must 
be  in  reserve  varies  much  with  different  individuals; 
thus  in  one  case  with  a surplus  of  1 D.  much  work 
can  be  done,  whereas  in  another  a surplus  of  3 or  4 D. 
is  necessary. 

Symptoms. — The  presbyope  sees  well  at  a distance, 
but  has  difficulty  in  maintaining  clear  vision  for  near 
objects;  the  chief  symptoms  are  a feeling  of  weari- 
ness in  the  eyes  after  reading,  especially  in  the 
evenings,  small  objects  being  less  easily  seen  than 
formerly,  because,  having  to  be  held  further  from  the 
eyes,  they  subtend  a smaller  visual  angle.  The  patient 
seeks  a strong  light,  or  places  the  lamp  he  is  using 
between  his  eye  and  the  book;  by  doing  this  he 
causes  his  pupils  to  contract,  and  so  lessens  his  circles 
of  diffusion;  he  avoids  small  print,  and  holds  the 
book  or  work  further  away.  These  symptoms  are 
due  to  a recession  of  the  near  point,  and  if  asthe- 
nopia occur,  this  may  be  dependent  upon  a disturbance 
of  the  balance  between  accommodation  and  conver- 
gence ; the  convergence  being  the  same  for  any  given 
point,  a much  greater  accommodative  effort  is  neces- 
sary than  was  formerly  the  case. 

The  treatment  of  presbyopia  consists  in  prescribing 
convex  spectacles  for  reading  and  near  work,  so  as  to 
bring  back  the  near  point  to  a convenient  distance. 
The  best  reading  distance  for  a person  with  normal 
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visual  acuity  is  from  30  to  40  cm. ; most  emmetropes 
will,  therefore,  require  a convex  glass  for  near  work 
soon  after  the  age  of  forty-five ; we  have  only  to  re- 
member to  add  on  -h  1 D.  for  every  five  years  until 
we  have  reached  + 3'5  D. 

An  emmetrope  with  good  visual  acuity  will  never  re- 
quire a stronger  glass  than  -f  3'5  D.  even  when  sixty  or 
seventy  years  of  age,  because  these  glasses  adapt  him 
for  a distance  of  30  cm.  without  any  accommodation. 

Should  the  patient  have  defective  vision,  then  it 
may  be  necessary  for  him  to  hold  near  objects  much 
closer  to  the  eyes  than  30  cm.  in  order  that  he  may 
get  larger  retinal  images ; here  we  should  be  justified 
in  prescribing  much  stronger  glasses. 

The  following  table  gives  approximately  the 
strength  of  glasses  required  by  emmetropes  at  dif- 
ferent ages  to  bring  back  their  punctum  proximum 
to  22  cm. : 


Ago. 

Amount  of  accommodation 
posseascd  at  tliat 
age. 

The  near 
point. 

Glass  required  to 
bring  back 
p.  p.  to  22  cm. 

45 

...  3-5  D. 

28  cm. 

+ 1D. 

50 

2-5  D. 

40  cm. 

+ 2D. 

55 

...  1-5  D. 

67  cm. 

...  +3D. 

60 

•5  D. 

200  cm. 

+ 4D. 

70 

•0  D. 

infinity 

+ 4-5  D. 

It  must  be  understood  that  this  table  indicates  the 
glass  that  brings  the  p.  p.  back  to  22  cm.,  and  if  we 
wish  the  patient  to  read  at  33  or  40  cm.  these  glasses 
will  in  practice  be  found  too  strong. 

To  find  the  glass  required  in  presbyopia,  we  sub- 
stract  the  glass  which  represents  the  receded  near 
point,  from  the  glass  whose  focus  represents  the  point 
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we  wisb  to  make  the  near  point.  Thus  the  near  point 
has  receded  to  50  cm. ; the  glass  representing  this 
point  is  + 2 D.  = 2).  We  wish  to  bring  the 
near  point  to  25  cm. ; this  would  be  + 4 D.  = 4) ; 
hence  + 2 D.  from  + 4 D.  gives  + 2 D.  as  the  glass 
required. 

Although  glasses  can  be  frequently  thus  ordered 
by  a sort  of  rule  of  thumb,  it  is  always  well  to  bear 
in  mind  that  the  definition  given  of  presbyopia  with 
reference  to  its  near  point  is  entirely  an  arbitrary  one, 
and  that  we  must  take  into  account  the  distance  at 
which  the  individual  has  been  accustomed  to  read  and 
work.  In  this  there  is  great  variety.  Many  small 
people  work  and  read  at  25  cm.,  whereas  very  tall 
people  may  be  uncomfortable  unless  the  book  they  are 
reading  is  35  or  40  cm.  away.  The  distance  for  which 
the  presbyope  requires  spectacles  will  also  vary  much 
according  to  the  occupation  for  which  he  requires 
them ; thus  a carpenter  sixty  years  old  with  emme- 
tropia  may  require  to  work  at  his  bench,  which  may  be 
at  one  metre  away;  to  enable  him  to  see  at  this  distance 
he  will  require  + 1 D.,  while  for  reading  at  33  cm. 
he  will  require  + 3 D. 

There  exists  a popular  prejudice  against  the  use  of 
strong  glasses,  all  sorts  of  maladies  having  been  attri- 
buted to  their  use.  This  prejudice  is  quite  unfounded; 
if  the  lenses  are  too  strong  they  may  bring  the  reading 
point  inconveniently  near,  and  so  produce  asthenopia 
by  causing  the  patient  to  converge  excessively. 

Before  ordering  glasses  for  presbyopia,  always 
try  the  patient’s  distant  vision,  so  that  any  hyper- 
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metropia  or  myopia  may  be  recognised.  If  hyper- 
metropia  exist,  the  amount  must  be  added  to 
the  presbyopic  glass;  if  myopia,  it  must  be  sub- 
tracted. Thus  a patient  with  hypermetropia  requir- 
ing -t-  2 D.  for  its  correction,  at  the  age  of  forty-five 
will  require  -f  3 D.  for  reading  (H.  2 D.  -f  Pr  1 D 
= + 3 D.). 

A myope  of  1 D.  will  require  no  glass  at  the  age  of 
forty-five  (M.  1 D.  -f  Pr.  1 D.  = 0).  If  the  myopia 
be  3 5 D.,  then  the  patient  can  never  require  a glass 
for  presbyopia,  his  far  point  being  30  cm.  always. 
His  near  point  may  recede  to  this  distance  when  all 
accommodation  is  lost,  but  he  will  still  be  able  to  read 
at  that  distance,  though  at  that  distance  only. 

, Many  people  with  a low  degree  of  astigmatism 
have  no  discomfort  and  see  fairly  well,  therefore  they 
never  wear  a correction;  when  glasses  become  neces- 
sary for  near  work  such  persons  may  prefer  a simple 
sphere  rather  than  a sphere  to  which  has  been  added 
their  astigmatic  correction.  Each  case  must  be 
tre_ated  on  its  merits. 

But  allowance  must  be  made  for  the  fact  that  as 
age  advances  the  refraction  of  the  eye  diminishes; 
in  other  words,  the  eye  if  emmetropic  becomes  hyper- 
metropic (called  acquired  hypermetropia).  The  my- 
opic eye  becomes  less  myopic,  so  that  a real  improve- 
ment in  vision  takes  place.  The  hypermetropic  eye 
becomes  more  hypermetropic.  This  change  takes 
place  at  a regular  rate  in  all  eyes ; at  fifty-five  the 
refraction  has  diminished  -25  D.,  at  sixty-five  -75  D. 
at  sixty-eight  1 D.,  and  at  eighty  as  much  as  2'5  D. 
Ihus  at  eighty  an  emmetrope  will  have  acquired 
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2'5  D.  of  hypermetropia,  and  will  therefore  require  a 
convex  glass  + 2'5  D.  for  distant  objects  to  be  seen 
clearly.  A myope  of  2‘5  D.  would  at  eighty  have  be- 
come emmetropic,  and  require  no  glass  for  distance.  A 
bypermetrope  of  2'5  D.  will  add  on  to  bis  defect  2‘5  D., 
and  will  require  a -f-  5 D.  for  distance.  This  change 
is  due  to  sclerosis  and  enlargement  of  the  crystalline 
lens,  by  which  its  refractive  power  is  diminished. 

Dr.  Scheffler  some  years  ago  proposed  the  use  of 
what  he  called  orthoscopic  lenses,  that  is,  lenses  with 
two  elements,  a sphere  and  a prism,  so  proportioned 
that  the  amount  of  accommodation  and  convergence 
should  exactly  correspond.  Thus  in  the  case  of  a 
presbyope  aged  fifty,  requiring  + 2 D.  to  make  him 
read  comfortably  at  25  cm.,  it  would  be  combined 
with  a prism  of  2 m.a.  base  inwards,  the  result  being 
that  the  patient  would  then  have  to  put  on  2 D.  of 
his  accommodation  and  2 m.a.  of  convergence,  and 
thus  these  two  functions  would  be  used  in  equal 
degrees.  The  results,  however,  are  not  so  good  as 
might  have  been  hoped;  the  glasses  are  too  heavy, 
and  on  looking  at  a fiat  surface  some  distortion  is 
produced.  Nevertheless  cases  do  occur  in  which, 
though  the  presbyopia  is  corrected,  the  patient  after 
reading  a short  time  complains  of  asthenopia.  Such 
cases  are  frequently  at  once  and  completely  relieved 
by  combining  with  the  spheres,  prisms  of  2°  or  3° 
with  their  bases  inwards;  or  by  having  the  lenses 
decentred,  forming  convex  prismo-spheres  (Fig.  101). 

A lens  of  1 D.  must  be  deoentred  8-7  mm.  to  pro- 
duce a prismatic  effect  of  1°.  Thus  in  order  to  find 
out  the  amount  that  a lens  should  be  decentred 
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to  produce  a given  prismatic  effect,  it  is  necessary  to 

multiply  8’7  by  the  number  of  the  prisms  we  wish  to 

use,  and  divide  the  result  by  the  number  of  the 

lens.  Thus,  to  take  an  example,  with  a + 6 D.  we 

wish  to  produce  a prismatic  effect  of  2°,  then 

8-7  X 2 _ 17-4  _ , 

Q g ^ y mm. ; the  glasses  would  require 

to  be  decentred  inwards  2'9  mm. 

Care  must  be  taken  to  see  that  the  glasses  are 
properly  centred,  unless  they  have  been  ordered 
otherwise ; for  if  the  frames  are  too  broad,  the  pris- 
matic effect  produced  is  very  apt  to  give  rise  to 
asthenopia,  by  disturbing  tlie  relations  between  con- 
vergence and  accommodation. 

In  cases  where  the  convex  glasses  have  frequently 
to  be  changed  for  stronger  ones,  “glaucoma""  should 
be  carefully  looked  for;  and  if  any  symptoms  of 
it  appear,  no  near  work  must  be  allowed,  as  it  is 
important  to  avoid  all  possible  causes  of  tension. 

The  commencement  of  cataract  may  in  some  cases 
hasten  presbyopia,  but  it  more  frequently  produces 
myopia,  so  that  the  presbyope  requires  his  glasses 
diminished  in  strength. 

In  each  case  of  presbyopia  first  test  the  patient" 
distant  vision,  so  as  to  detect  any  hypermetropia, 
myopia,  or  astigmatism ; and  having  recorded  this  we 
add  the  glass  which  he  requires  for  his  presbyopia 
and  try  him  with  the  reading  type  : should  they  suit 
we  direct  the  patient  to  read  with  them  for  half  an 

hour  or  so;  if  found  satisfactory  we  order  spectacles 
or  this  strength. 

See  Cases  12,  16,  17,  and  18,  p.  247,  &c. 
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Paralysis  op  the  Accommodation 

Paralysis  of  tlie  accommodation,  either  partial  or 
complete,  arises  from  loss  of  power  in  the  ciliary 
muscle  (cycloplegia),  and  is  due  to  paralysis  of  the 
third  nerve,  or  of  that  branch  of  it  which  supplies  the 
muscle  of  accommodation  and  the  circular  fibres  of 
the  iris.  Cases  do  occasionally  occur,  though  very 
rarely,  of  paralysis  of  the  ciliary  muscle  not  involving 
the  constrictor  pupillaa.  Both  eyes  may  be  affected, 
or  only  one. 

When  the  paralysis  is  confined  to  the  ciliary  muscle 
and  iris,  it  goes  by  the  name  of  ophthalmoplegia 
interna. 

Causes. — Atropine  is  the  most  common  cause,  but  it 
may  be  due  to  diphtheria,  rheumatism,  fever,  any 
complaint  of  a lowering  character,  cerebral  trouble, 
syphilis,  diabetes,  or  some  reflex  irritation,  e.g.  decayed 
teeth,  &c. ; the  cause  may,  however,  not  be  apparent. 
When  the  whole  third  nerve  is  involved,  ptosis,  ex- 
ternal strabismus,  &c.,  occur;  but  in  those  cases 
where  the  branch  supplying  the  ciliary  muscle  and 
the  circular  fibres  of  the  iris  is  alone  implicated,  the 
indicating  symptoms  are  asthenopia,  dilatation  of  the 
pupil,  and  loss  of  the  power  of  accommodation, 
whereby  the  patient,  though  able  to  see  distant 
objects  well  (if  emmetropic),  is  unable  to  read  or  do 
any  near  work.  If  hypermetropic,  both  near  and 
distant  vision  will  be  impaired ; if  myopic,  he  is  able 
to  see  only  at  his  far  point.  We  try  the  patient  at 
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the  distant  type,  and  if  he  is  able  to  see  and  yet  is 
not  able  to  read  near  type,  the  diagnosis  is  obvious. 

Treatment  consists  in  giving  sucb  convex  glasses  as 
enable  him  to  read.  In  order  to  bring  the  emme- 
trope’s  far  point  from  infinity  to  33  cm.,  + 3 D.  is 
required  = 3).  We  must  bear  in  mind  that 
by  encouraging  the  action  of  the  ciliary  muscle  we 
hasten  the  patient’s  recovery ; we  therefore  order  the 
weakest  convex  glasses  with  which  he  is  able  to  read, 
changing  them  for  weaker  ones  occasionally  as  the 
ciliary  muscle  gains  strength.  Sulphate  of  eserine  in 
solution,  gr.  j to  5j>  causes  contraction  of  the  ciliary 
muscle  as  well  as  of  the  iris,  and  temporarily  relieves 
the  symptoms.  I think  much  good  sometimes  results 
from  its  use  once  every  other  day  for  some  weeks; 
the  ciliary  muscle  being  made  to  contract,  relaxing 
again  as  the  effect  of  the  myotic  passes  off : some- 
times the  local  application  of  electricity  is  useful. 
Attention  must  be  paid  to  the  general  health,  iodide 
of  potassium  or  nerve-tonics  being  given  when  indi- 
cated by  the  cause. 

See  Case  13,  p.  248. 


Spasm  op  the  Accommodation 

Spasm  of  the  accomm.odation  may  be  of  two  kinds. 
Tonic  and  Clonic. 

Clonic  spasm  occurs  only  when  the  eye  is  in  use, 
ceasing  as  soon  as  it  is  in  a condition  of  repose. 

Tonic  spasm  is  more  permanent,  requiring  atropine 
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or  ono  of  the  other  mydriatics  for  its  relief;  the  ex- 
pression spasm  of  accommodation  usually  refers  to  this 
variety  of  the  disorder. 

Tonic  spasm  of  the  ciliary  muscle  may  be  occasion- 
ally met  •with  in  eyes  whatever  their  refraction, 
though  most  commonly  in  cases  of  hypermetropia  and 
low  myopia;  it  has  the  effect  of  increasing  the  re- 
fraction of  the  eye,  and  is  found  most  frequently  in 
children. 

Causes.  It  may  occur  as  a result  of  uncorrected 
ametropia,  or  in  emmetropia  from  overwork,  espe- 
cially when  such  work  has  been  done  in  a bad  light; 
as  a result  of  contusion  of  the  eyeball,  and  sometimes 
it  occurs  with  cyclitis. 

Symptoms. — It  usually  affects  both  eyes,  giving  rise 
to  symptoms  of  asthenopia  with  a feeling  of  con- 
striction and  discomfort  in  the  eyes  themselves;  there 
may  be  an  increased  secretion  of  tears  with  or  without 
blepharospasm;  the  acuteness  of  vision  may  be 
diminished  and  is  very  variable,  while  the  size  of  the 
pupil  usually  remains  unaffected.  In  emmetropia  we 
may  get  symptoms  of  myopia,  owing  to  the  parallel 
rays  coming  to  a focus  in  front  of  the  retina.  In 
hypermetropia  the  sym23toms  may  also  simulate 
myopia,  and  for  this  we  should  always  be  on  our 
guard.  I have  on  several  occasions  seen  hyper- 
metropes  going  about  wearing  concave  glasses  to 
correct  their  supjiosed  short-sightedness.  Some 
time  ago  I saw  a young  man  who  had  worn  — 7 D. 
constantly  for  years,  though  his  refraction  was  really 
emmetropic.  In  myopia  the  real  defect  is  apparently 
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increased,  and  we  might  be  in  danger  of  ordering  too 
strong  concave  glasses,  &c.  For  these  reasons  the 
systematic  use  of  atropine  in  young  people  (whereby 
one  is  enabled  to  estimate  and  record  the  exact  state 
of  the  refraction)  cannot  be  too  strongly  insisted  upon. 
The  treatment,  where  spasm  of  the  ciliary  muscle  is 
suspected,  is  to  drop  into  the  eyes  three  times  a day 
a solution  of  sulphate  of  atropine,  grs.  iv  to  for 
two  or  three  weeks ; this  quickly  relieves  the  spasm, 
and  gives  the  eyes  complete  rest : any  ametropia  that 
may  exist  must  be  corrected,  and  the  patient’s 
general  health  attended  to,  tonics  being  administered 
if  necessary. 

A few  cases  of  acute  spasm  of  the  accommodation 
have  been  recorded  which  resisted  the  treatment  by 
atropine ; the  spasm,  though  relaxed  by  this  means, 
returned  as  soon  as  the  atropine  was  discontinued. 

See  Case  1,  p.  110, 
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CHAPTER  X 

STRABISMUS  [arpt'^w,  I turn  asido] 

Strabismus  exists  when  there  is  a deviation  in  the 
direction  of  the  eyes,  so  that  the  visual  axes  are  not 
directed  to  the  same  object. 

Strabismus  may  be  divided  into  two  classes — 
Concomitant. 

Paralytic. 

Concomitant  strabismus  is  a frequent  result  and 
complication  of  refractive  errors,  and  has  already  been 
referred  to  on  pages  124  and  146. 

The  deviation  of  one  eye  from  its  correct  position 
is  the  resnlt  of  disturbed  muscular  equilibrium,  and 
may  be  due  to — 

1.  Defective  anatomical  conditions,  or 

2.  Abnormal  innervation  causing  contraction  of 

the  mnscles  not  in  accordance  with  the  re- 
quirements of  binocular  vision.  Most  cases 
of  concomitant  strabismus  are  due  to  this 
second  cause. 

The  points  to  note  when  a case  of  strabismus 
presents  itself  are — 

1 • Is  the  strabismus  real  or  only  apparent  ? 
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2.  If  real,  to  wliicli  variety  does  it  belong  ? 

3.  Which  is  the  deviating  eye  ? 

4.  In  which  direction  is  the  deviation  ? 

5.  What  is  the  degree  of  the  deviation  ? 

6.  What  is  the  cause  of  the  strabismus  ? 

The  first  of  these  questions  may  seem  unnecessary, 
but  it  is  not  always  easy  to  say  if  squint  is  really 
present  or  not,  because  one  judges  of  the  direction  ol 
the  eyes  by  the  position  of  the  centres  of  the  corneas, 
or  rather  by  the  optic  axes,  and  these  may  diverge 
slightly  while  the  visual  axes  are  really  parallel.  This 
requires  some  explanation. 

The  visual  axis  is  the  line  passing  from  the  macula 
through  the  nodal  point  to  the  object  looked  at,  shown 
in  the  following  figures  as  v m. 

Fig.  90. 


The  optic  axis  is  the  line  passing  through  the  nodal 
point  and  the  centre  of  the  cornea  to  the  inner  side 
of  the  macular,  o H in  figures. 

It  will  thus  be  seen  that  these  two  axes  form  an 
angle  at  the  nodal  point  which  in  emmetropia  amounts 
usually  to  5°  (Fig.  90) . 

This  is  called  the  angle  a,  and  when  thus  formed 
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by  the  crossing  of  the  visual  and  optic  axes  it  is  said 
to  be  positive. 

In  liypennetropia  (hig.  91)  the  angle  a increases 


Fio.  91. 


with  the  degree  of  hypermetropia,  and  if  it  be  high 
may  attain  7°,  8°,  or  even  more ; this  large  angle 
gives  to  the  eye  an  appearance  of  divergence. 


1 la.  92. 


M.  The  uiacula.  N.  The  noilal  point,  b.  Optic  nerve,  v.  The 
object.  V M.  The  visual  a.\is.  on.  The  optic  axis.  a. 
The  angle  alpha  forincd  between  the  visual  and  optic  axes. 
0.  The  centre  of  rotation  of  the  eyeball  situated  on  the 
optic  axis.  y.  The  angle  gamma  (Fig.  90)  is  formed  at 
the  centre  of  rotation  of  the  eyeball,  by  the  optic  axis  and 
a line  drawn  from  the  centre  to  the  object  loolied  at. 


In  myopia  (Fig.  92)  the  angle  a decreases,  and  in 
high  myopia  the  visual  axis  may  approach  the  optic 
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axis,  so  that  the  angle  a is  very  small,  or  it  may 
coincide  with  it  when  no  angle  is  formed ; or  even  be 
altogether  on  the  outer  side  of  it,  when  the  angle  is 
said  to  be  negative.  This  small  angle  a gives  to  the 
eyes  an  appearance  of  convergence.* 

In  order  to  find  out  the  variety  to  which  our  case 
of  strabismus  belongs,  as  well  as  to  decide  which  is 
the  deviating  eye,  we  direct  the  patient  to  look  at  an 
object  held  about  a metre  in  front  of  him,  then 
gradually  bring  this  object  nearer  to  him,  so  as  to  call 
into  action  the  accommodation : if  both  visual  axes 
continue  to  be  directed  steadily  towards  the  object 
as  it  is  made  to  approach  the  eyes,  the  case  is  one 
of  apparent  strabismus;  but  if  one  eye  fix  the  object 
while  the  other,  after  following  it  up  to  a certain  dis- 
tance, suddenly  deviates  inwards  or  outwai'ds,  the 
condition  is  spoken  of  as  concomitant  strabismus 
(convergent  or  divergent) ; or  both  eyes  may  follow 
the  object  up  to  a certain  point,  when  one  stops, 
after  perhaps  making  a few  jerking  oscillating  move- 
ments; it  then  belongs  to  the  paralytic  variety  of 
strabismus. 

Again,  direct  the  patient  to  look  at  some  object  held 
midway  between  the  two  eyes  and  about  a metre 
away;  if  the  right  eye  fix  the  object  while  the  left 
deviates  inward,  we  mark  upon  the  edge  of  the  lower 
lids  with  a pen  the  position  of  the  external  margin  of 

• Another  angle  sometimes  mentioned  is  the  angle  y,  which  is  the 
angle  formed  at  the  centre  of  rotation  of  the  eye  by  the  optic  axis 
and  a line  drawn  from  this  centre  to  the  object  looked  at,  shown  in 
Fig.  90. 
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the  cornea  in  each  eye,  s and  p : on  covering  the 
right  eye  with  a card,  the  left  will  at  once  make  a 


0 

TLe  two  upper  diagram?,  B and  t,  show  the  primary  position 
of  the  eyes,  the  right  being  the  fixing  eye,  while  the  left  is 
deviating  inwards.  On  covering  the  right  eye  with  a card, 
as  shown  by  the  dotted  lines,  the  left  eye  fixes  while  the 
right  deviates  inwards.  P d therefore  indicates  the  primary 
deviation,  s d the  secondary  deviation. 


movement  outwards  to  fix  the  object,  and  we  make  a 
second  ink  mark,  d,  on  the  lids  corresponding  with 
the  outer  edges  of  the  cornea  in  this  position. 

The  distance  p d gives  us  the  amount  of  primary 
deviation  ; it  may  further  be  seen  that  on  covering  the 
right  eye  so  as  to  cause  the  left  eye  to  fix  the  object 
looked  at,  the  right  eye  has  made  a movement  inwards 
behind  the  screen,  a secondary  deviation  has  taken 
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place^  this  is  recorded  by  an  ink  mark  on  the  right 
lower  lid  at  d ; we  have  thus  found  the  linear  measure- 
ment of  the  secondary  deviation,  s D. 

The  primary  deviation  (p  d)  will  be  found  to 
equal  the  secondary  deviation  (s  d),  a characteristic 
of  concomitant  squint. 

In  paralytic  squint  the  secondary  deviation  is  always 
greater  than  the  primary. 

This  variety  of  squint  is  known  as  concomitant, 
because  the  squinting  eye  follows  the  fixing  one  in  all 
its  movements,  the  amount  of  squint  always  being  the 
same  whatever  be  the  direction  in  which  the  eyes  are 
turned;  therefore  the  range  of  movement  in  con- 
comitant squint  is  as  great  as  in  cases  where  no  squint 
exists;  it  is  simply  displaced.  In  the  paralytic  form, 
the  movements  of  the  squinting  eye  are  usually  much 
curtailed ; this  we  easily  detect  by  holding  up  the 
finger  about  50  cm.  in  front  of  the  patient,  and 
directing  him,  while  keeping  the  head  still,  to  follow 
the  movements  of  the  finger,  which  is  moved  to  either 
side,  then  up  and  down. 

So  that  in  concomitant  strabismus  the  squinting 
eye  will  almost  exactly  accompany  the  other,  the 
visual  lines  being  at  the  same  angle,  except  perhaps 
in  the  extreme  periphery,  whereas  in  the  paralytic 
variety  one  eye  will  stop  at  a certain  point,  while  the 
other  eye  continues  to  follow  the  finger. 

Concomitant  squint  is  characterised  by  the  fact 
that  the  primary  and  secondary  deviations  are  equal ; 
in  paralytic  strabismus  the  secondary  deviation  ex- 
ceeds the  primary ; in  paralytic  squint  the  diplopia  is 
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the  most  prominent  subjective  symptom,  while  in  the 
concomitant  variety  it  is  seldom  complained  of. 

When  either  eye  fixes  indifferently,  the  vision 
being  equally  good  in  both,  the  strabismus  is  alternat- 
ing ; when  the  same  eye  always  squints,  it  is  mono- 
lateral  or  constant.  The  vision  in  the  squinting  eye  is 
often  below  that  in  the  fixing  one. 

Periodic  is  the  name  applied  to  the  squint  when  it 
only  comes  on  occasionally,  as  after  looking  for  some 
time  at  near  objects.  With  judicious  treatment  this 
variety  can  be  cured  without  operation ; if  neglected 
it  generally  passes  on  into  one  of  the  constant  forms. 

There  are  several  ways  by  which  the  amount  of  the 
deviation  may  be  estimated.  Thus  we  may  record  it 
in  the  form  of  a diagram  (Fig.  93). 

The  strabismometer  (Fig.  94)  consists  of  a handle 


Fig.  94. 


Strabismometer. 
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supporting  a small  ivory  plate,  shaped  to  the  lower 
lid,  and  having  on  it  a scale  by  which  we  measure  the 
amount  of  deviation  of  the  centre  of  the  pupil.  This 
is  an  easy  method  of  measuring  the  strabismus,  but  is 
not  to  be  depended  upon. 

The  measurement  of  the  angle  of  the  strdbisrmis  is 
the  only  reliable  and  exact  method  of  recording  the 
amount  of  squint,  and  is  the  method  therefore  recom- 
mended. The  angle  of  the  strabismus  may  be  defined 
as  that  angle  which  the  visual  axis  makes  with  the 
direction  it  should  have  in  a normal  state. 

For  this  measurement  we  require  a perimeter,  in 
front  of  which  we  seat  the  patient,  with  the  quadrant 
placed  according  to  the  kind  of  squint  we  are  about 
to  measure;  if  it  be  convergent  or  divergent,  then 
the  quadrant  is  placed  horizontally.  The  patient 
being  seated  so  that  his  deviating  eye  is  in  the  centre 
of  the  instrument,  we  direct  him  to  fix  with  both  eyes 
some  distant  object  (o.  Fig.  95)  placed  in  a line  with 
the  centre  of  the  perimeter;  a lighted  candle  is 
moved  gradually  along  the  inside  of  the  quadrant 
from  the  centre  of  the  instrument  outwards;  the 
observer,  following  the  movement  of  the  candle  with 
his  head,  stops  as  soon  as  the  reflection  of  the  candle 
on  the  cornea  of  the  squinting  eye  occupies  the  centre 
of  its  pupil,  this  gives  the  direction  of  the  optic  axis  ; 
what  we  really  wanted  was  the  direction  of  the  visual 
axis,  but  for  all  practical  purposes  the  former  is  suf- 
ficient. The  degree  is  read  off  the  quadrant  at  the 
point  where  the  candle  was  stopped,  and  this  result 
recorded.  The  angle  of  deviation  for  near  vision 
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should  next  be  taken ; this  may  be  done  by  requesting 
the  patient  to  look  at  the  centre  of  the  perimeter, 


Fig.  95.* 


proceeding  with  the  candle  as  before,  and  recording 
the  result. 

Concomitant  strabismus  is  intimately  connected 
with  hypermetropia  and  myopia ; it  may  be — 
Convergent 
or 

Divergent. 

Convergent  Concomitant  Strabismus. — On  looking  at 
any  object,  one  eye  only  is  directed  to  it ; the  other, 

• In  the  above  diagram,  o is  intended  to  represent  a distant  object; 
it  is  placed  near  the  perimeter  in  order  to  take  up  less  room. 
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as  the  name  implieSj  turns  inwards  so  that  the  angle 
of  convergence  is  much  greater  in  the  deviating  than 
in  the  fixing  eye. 

The  common  cause  of  this  variety  of  squint  is 
hypermetropiuj  at  least  80  per  cent,  of  the  cases  are 
due  to  this  cause ; its  method  of  production  depends 
upon  the  intimate  connection  that  exists  between 
accommodation  and  convergence. 

The  convergence  is  most  marked  when  looking  at 
near  objects;  sometimes  there  maybe  no  squint  when 
distant  objects  are  viewed.  ' 

A person  who  is  hypermetropic  requires  to  use 
some  of  his  accommodation  for  distance;  for  near 
objects  he  must,  of  course,  use  still  more,  and  for 
every  increase  in  the  accommodation  there  is  a desire 
for  an  equal  increase  in  the  degree  of  convergence. 
Thus  an  emmetropic  individual,  accommodating  for 
an  object  at  30  cm.,  would  at  the  same  time  converge 
for  that  particular  point. 

If  the  individual  were  hypermetropic  to  the  extent 
of  4 D.,  and  supposing  the  amplitude  of  his  accommo- 
dation amounted  to  8 D. ; then  he  would  require  to 
use  half  this  (4  D.)  to  enable  him  to  bring  parallel 
rays  to  a focus  ou  the  retina;  and  he  would  have  the 
tendency  at  the  same  time  to  use  4 metre-angles  of 
convergence.  Thus  for  distant  objects  he  would  have 
an  inclination  to  converge,  his  internal  recti  acting ; 
and  it  is  only  by  the  increased  tension  of  the  external 
recti,  called  into  action  by  the  desire  which  all  eyes 
possess  for  singleness  of  vision,  that  convergence  is 
prevented.  The  more  we  accommodate  the  greater 
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is  the  stimulus  to  converge,  so  that  on  looking  at  near 
objects — which  necessitates  an  increase  of  the  accom- 

Fia.  96. 


E.  Right  eye  directed  to  object  0.  L.  Left  eye  deviating 
inwards,  m.  Macula. 

moclation — an  increased  tendency  to  convergence  is 
produced. 

Now,  if  the  hypermetropia  be  of  such  a degree 
that  for  any  given  point  of  convergence  it  exceeds 
the  positive  part  of  the  relative  accommodation  (Fig. 
34,  p.  50),  one  of  two  things  must  occur;  either  the 
patient  must  see  indistinctly  by  not  accommodating 
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sufficiently,  or  one  eye  must  be  allowed  to  converge. 
Some  patients  will  prefer  binocular  indistinct  vision ; 
others,  single  clear  vision  with  squint. 

One  occasionally  finds  an  individual  who  can  thus 
choose  which  he  will  do;  we  are  trying  his  acuteness 
of  vision  at  the  distant  type  perhaps ; he  stops  at 
some  place,  we  will  suppose  and  says  that  he  is 
unable  to  read  the  next  two  lines  unless  he  squint. 
The  accommodation  necessary  to  read  makes  a 
heavier  call  on  the  convergence  than  can  be  borne  ; 
such  a case  forms  a good  illustration  of  the  manner 
in  which  convergent  strabismus  is  produced  in  a 
hypermetrope. 

Hence,  if  the  impulse  to  see  distinctly  is  greater 
than  the  desire  to  retain  binocular  vision,  one  eye 
yields,  and  squint  occurs;  at  first  diplopia  follows 
the  convergence,  and  is  always  in  the  opposite  direc- 
tion to  the  deviation.  Possibly  the  convergence  of 
the  deviating  eye  is  increased  by  the  desire  that  the 
weaker  image  may  be  made  still  weaker,  by  falling 
on  a more  peripheral  part  of  the  retina.  At  first  the 
diplopia  may  be  very  annoying,  but  by  degrees  the 
sensorium  learns  to  suppress  the  image  of  the 
weaker  eye,  which  after  a time  becomes  amblyopic. 
The  earlier  the  age  at  which  the  squint  appears, 
the  sooner  does  the  sight  in  the  deviating  eye  thus 
deteriorate. 

Some  observers  deny  that  amblyopia  is  ever 
developed  as  a result  of  squint,  but  consider  the 
amblyopia  congenital,  and  therefore  one  of  the  com- 
bining causes  of  the  strabismus. 
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There  would,  however,  seem  to  be  two  distinct 
varieties  of  amblyopia  met  with  in  squint : in  one  the 
amblyopia  is  of  a very  high  degree,  the  vision  being 
reduced  in  some  cases  to  mere  hand  reflex;  this 
variety  is  incapable  of  improvement,  and  is  probably 
congenital,  or  if  not  congenital  it  is  the  result  of  a 
want  of  development  of  the  brain  centres  that  preside 
over  the  vision  of  this  eye. 

The  second  variety  of  amblyopia  is  the  result  of 
want  of  practice,  and  consists  of  an  awkwardness  and 
difficulty  in  using  the  eye;  frequently  a patient  will 
say  that  he  is  unable  to  see  with  the  eye  at  all,  and 
yet  when  encouraged  to  read  with  it  and  with  the 
proper  optical  correction  may  succeed  in  reaching 
^ or  even  ; here  practice  is  essential,  in  the  hope 
that  binocular  vision  may  be  regained. 

In  amblyopia  it  will  often  be  found  that  the  vision 
is  best  on  the  temporal  part  of  the  field,  that  part 
which  is  most  used  in  peripheral  vision. 

In  high  degrees  of  hypermetropia,  when  no  amount 
of  accommodation  can  make  vision  distinct,  squint  is 
less  likely  to  occur.  It  is  usually,  therefore,  in  cases 
of  from  2 to  4 D.  that  convergent  strabismus  is 
most  frequently  met  with,  and  it  generally  makes  its 
appearance  about  the  fourth  or  fifth  year, — so  soon, 
in  fact,  as  the  child  begins  to  use  its  accommodation 
much  for  near  objects. 

Anxious  parents  frequently  have  all  sorts  of  excel- 
lent reasons  to  which  they  attribute  the  defect ; they 
say  that  the  child  has  been  imitating  its  playmate,  or 
that  the  nurse  did  something  which  caused  it  to 
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squint,  perhaps  by  making  the  child  look  too  much, 
or  too  constantly  in  one  direction. 

Any  cause  which  by  rendering  the  image  in  one 
eye  less  distinct  than  that  in  the  other,  as  nebulm, 
ulcers  of  the  cornea,  a difference  in  the  refraction 
of  the  two  eyes,  or  even  weai’ing  a shade  for  a few 
days  for  some  trivial  complaint,  may,  where  hyper- 
metropia  is  present,  combine  to  produce  strabismus ; 
the  impulse  for  binocular  vision  is  lessened,  and  the 
eye  in  which  the  fainter  image  is  formed  converges. 

It  is  thus  seen  that  convergent  strabismus  gra- 
dually destroys  binocular  vision.  In  cases  of  hyper- 
metropia,  where  binocular  vision  does  not  exist  owing 
to  great  difference  in  the  refraction  of  the  two  eyes, 
divergent  strabismus  may  occasionally  occur. 

This  intimate  connection  between  accommodation 
and  convergence,  together  with  the  method  of  the 
production  of  strabismus,  will  be  more  easily  under- 
stood by  carrying  out  some  such  simple  experiments 
as  the  following.  We  will  assume  the  observer  to  be 
emmetropic : the  strongest  concave  glass  with  which 
he,  having  binocular  vision  and  being  at  a distance 
of  six  metres,  can  still  read  is  the  measure  of  the 
relative  accommodation.  The  absolute  accommodation 
is  measured  by  the  strongest  concave  glass  with  which 
each  eye  separately  can  read  f.  In  my  own  case, 
with  — 4 D.  before  each  eye,  can  be  seen  singly 
and  distinctly,  — 4‘5  D.  renders  it  indistinct,  and  each 
increase  in  the  glass  increases  the  indistinctness,  but 
produces  no  diplopia.  Separately  each  eye  can  over- 
come — 7 D.  Armed  with  — 4 D.  before  each  eye. 
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I am  able  to  see  -I  distinctly,  using,  of  course,  4 D.  of 
my  accommodation;  if  a coloured  glass  be  placed 
before  one  eye.  Homonymous  diplopia  at  once  appears, 
jaroving  that  one  eye  has  deviated  inwards;  with 

— 3D.  and  the  coloured  glass,  squint  was  produced, 
but  with  no  weaker  concave  glass. 

On  repeating  the  experiment  in  an  individual 
with  '5  D.  of  myopic  astigmatism  in  the  right  eye^ 
and  emmetropia  in  the  left,  — 2D.  before  each  eye 
was  the  strongest  glass  with  which  | could  be  seen 
clearly  and  singly,  — 2'5  D.  did  not  render  it  indis- 
tinct, but  produced  diplopia.  The  absolute  accom- 
modation for  each  eye  amounted  to  6 D.  With 

— 2D.  before  each  eye,  the  coloured  glass  was  placed 
before  the  astigmatic  one,  and  diplopia  was  pro- 
duced. With  — ID.  and  the  coloured  glass  the 
result  was  the  same,  except  that  the  two  images  were 
nearer  together.  With  — ’5  D.  actual  diplopia  was 
not  produced. 

These  experiments  require  but  little  explanation. 
In  my  own  case,  when  using  4 D.  of  accommodation, 
there  is  a tendency  also  to  use  a corresponding 
amount  of  convergence ; I am  conscious  of  this 
muscular  disturbance  by  the  efEort  I make,  and  by 
a feeling  amounting  almost  to  giddiness,  produced 
when  first  looking  through  the  — 4 D.  The  instin- 
tive  desire  to  see  clearly  and  singly  is  so  great,  that 
the  external  recti  contract,  thereby  balancing  the 
increased  contraction  of  the  internal  recti.  Any 
increase  of  my  accommodation  above  4 D.  when 
looking  at  causes  the  letters  to  become  indistinct, 


DIVERGENT  STRABISMUS 


215 


the  desire  to  maintain  binocular  vision  being  greater 
than  that  for  clear  images.  On  placing  the  coloured 
glass  before  one  eye,  we  diminish  the  retinal  impres- 
sion in  that  eye ; the  demand  for  binocular  vision  is 
lessened,  the  external  recti  cease  to  act,  and  as  a 
result  of  the  increased  action  of  the  internal  recti 
squint  occurs. 

In  the  second  experiment  the  retinal  impression 
in  one  eye,  even  with  so  slight  an  amount  of  astigma- 
tism, is  reduced  so  that  with  2 D.  of  accommodation 
the  desire  for  clear  images  is  greater  than  that  for 
binocular  vision,  and  diplopia,  the  symptom  of  squint, 
appears. 

A certain  number  of  cases  of  convergent  strabismus 
get  well  with  advancing  age ; this  is  most  likely  to 
take  place  when  the  vision  in  both  eyes  is  good,  though 
it  sometimes  occurs  even  where  a high  degree  of 
amblyopia  is  present  and  binocular  vision  cannot 
exist.  An  unsatisfactory  explanation  sometimes  given 
is,  that  as  the  accommodation  diminishes,  the  time  at 
length  arrives  when  the  amount  of  accommodation 
at  the  patient’s  disposal  is  not  sufficient  to  produce 
clear  images ; he  therefore  relaxes  his  accommodation, 
and  with  it  extreme  convergence. 

Divergent  Concomitant  Strabismus  exists  when  one 
eye  only  fixes  the  object  looked  at,  the  other  deviat- 
ing outwards  (Fig.  97) ; it  is  usually  dependent  on 
iiiyopia,  a state  of  refraction  in  which  the  converg- 
ence has  to  be  used  in  excess  of  the  accommodation  if 
an  image  is  to  be  formed  on  the  macula  of  each  eye ; 
but  divergent  strabismus  may  occur  in  any  eye  in 
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which  binocular  vision  docs  not  exist,  as  in  some 
cases  of  high  hypermetropia  or  astigmatism  ; or  it 
may  result  from  a too  free  division  of  the  internal 
rectus  muscle,  in  attempting  to  cure  a case  of  con- 
vergent strabismus.  Divergent  strabismus  is  also 
occasionally  met  with  in  emmetropia  and  hyperme- 
tropia, and  is  then  due  to  congenital  insufficiency  of 
the  convergence. 

Fig.  97. 


Divergent  concomitant  strabismus  is  much  less 
common  than  the  convergent  variety. 

In  myopia  the  antero-posterior  diameter  of  the 
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eyeball  is  elongated,  the  range  of  movement  is  dimin- 
ished, and  the  extreme  convergence  which  is  neces- 
sary to  enable  the  patient  to  see  objects  within  his 
far  point  tires  out  the  internal  recti  muscles,  giving 
rise  to  muscular  asthenopia : to  relieve  this  one  of 
the  internal  recti  gives  way,  and  the  eye  deviates 
outwards. 

Sometimes  the  deviation  only  takes  place  after  the 
patient  has  been  working  some  time  and  the  eyes  feel 
fatigued ; in  others  it  is  only  noticed  when  looking 
at  objects  beyond  their  far  point.  Soon,  however,  the 
squint  becomes  constant,  and  a divergent  strabismus 
once  established  usually  increases. 

In  high  myopia  which  is  uncorrected  by  glasses, 
the  patient  has  to  hold  objects  so  close  to  enable  him 
to  see  them,  that  the  necessary  convergence  becomes 
impossible,  and  binocular  vision  is  therefore  sacrificed. 

The  treatment  of  concomitant  squint  may  be  divided 
into  three  parts — 

1.  Optical. 

2.  Operative. 

3.  Educational. 

Tho  optical  treatment  consists  in  prescribing  glasses 
which  correct  any  error  of  refraction,  and  prevent 
excessive  accommodation. 

In  concomitant  convergent  strabismus,  when  the 
squint  has  just  commenced,  and  arises  only  under  the 
influence  of  excessive  accommodation  necessary  to 
enable  the  child  to  see  near  objects  (periodic  squint), 
then  resting  the  eyes  by  allowing  no  near  work  to  be 
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done,  may  suffice  to  remove  the  deviation,  and  so 
preserve  binocular  vision. 

It  is  obvious  that  such  treatment  cannot  be  indefi- 
nitely carried  out;  therefore,  it  is  essential  that  in 
all  patients  over  three  years  of  age  the  refractive 
condition  of  the  eyes  be  accurately  estimated  under 
atropine,  and  the  proper  correcting  glasses  ordered 
for  constant  use,  our  object  being  to  bring  up  the 
visual  acuity  of  the  patient  to  its  highest  standard. 

When  the  convergent  strabismus  has  already 
become  permanent  we  must  keep  the  patient  under 
atropine  for  a week  or  two,  correcting  his  hyperme- 
tropia  with  glasses  at  the  same  time,  while  he  must  be 
cautioned  to  abstain  as  much  as  possible  from  looking 
at  near  objects,  the  mere  impulse  of  convergence 
being  sufficient  to  produce  the  squint.  In  some  cases 
this  treatment  will  cure  the  strabismus ; and  if  at  the 
end  of  a year  or  so  no  recurrence  of  the  squint  has 
taken  place,  an  attempt  may  be  made  to  leave  off  the 
spectacles  when  out  of  doors,  using  them  only  for 
near  work. 

If  the  case  belong  to  the  less  common  variety  of 
squint — divergent  with  myopia — we  endeavour  to 
give  the  patient  as  near  as  possible  his  full  correction 
for  constant  use. 

It  will  frequently  be  noticed  that  after  the  use  of 
atropine  the  deviation  may  be  diminished,  or  in 
slight  cases  it  may  have  disappeared ; this  is  due  to 
accommodation  being  rendered  impossible  : these  are 
the  cases  that  are  usually  curable  by  glasses. 

Should  the  child  be  too  young  for  spectacles  (under 
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three  years),  we  must  endeavour  to  prevent  the  in- 
crease of  the  squint,  and  also  prevent  the  deviating 
eye  from  becoming  amblyopic ; this  can  best  be  done 
by  keeping  the  child  atropized  for  a few  weeks  at  a 
time,  and  tying  up  the  eye  which  does  not  squint  for 
a short  time  each  day,  compelling  the  other  to  be 
used,  and  thus  preserve  its  visual  acuteness ; this  has, 
of  course,  no  efiect  on  the  deviation,  the  covered  eye 
converging  under  the  bandage.  After  the  age  of 
three,  spectacles  may  be  prescribed. 

Operative  treatment. — In  many  cases,  after  the 
glasses  have  been  worn  for  some  months,  the  stra- 
bismus may  still  exist,  and  it  may  then  be  necessary 
to  supplement  the  treatment  by  tenotomy.  A free 
division  of  one  muscle  may  cure  a deviation  of  15°: 
when  a greater  effect  is  required,  both  internal  recti 
may  be  divided ; or  an  advancement  of  one  of  the 
muscles  may  be  necessary,  with  or  without  a tenotomy 
of  its  antagonist. 

After  the  operation  for  convergent  strabismus  there 
should  still  remain  a slight  tendency  to  convergence 
when  the  glasses  are  removed  ; because  as  the  child 
approaches  the  age  of  maturity  the  excessive  in- 
nervation of  the  internal  recti  may  subside,  and  then 
there  may  be  danger  of  a deviation  of  one  -eye  out- 
wards. 

Educative  treatment. — In  most  cases  it  will  be 
found  that  even  when  the  deviation  of  the  eye  has 
been  corrected,  binocular  vision  is  not  obtained,  and 
the  cure  of  the  case  cannot  be  considered  complete  so 
long  as  binocular  vision  is  absent;  great  patience 
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and  care  will  be  required  in  carrying  out  the  necessary 
exercises. 

Box  stereoscopes  are  made  for  this  purpose  without 
prisms,  hut  fitted  with  a clip  at  each  sight-hole  capable 
of  taking  the  lenses  of  the  ordinary  trial  box.  The 
patient  being  emmetropic  he  will  require  in  the  clip 
a convex  glass  whose  focal  length  corresponds  with 
the  length  of  the  stereoscope;  thus  if  it  be  16  cm. 
long,  he  will  require  + 6 D. ; should  the  patient  be 
hypermetropic,  3 D. ; then  he  will  require  -1-  9 D.; 
if  myopic  3 D.,  then  + 3 D.  would  be  the  glass 
required : the  object  is  to  enable  him  to  see  the 
slide  at  the  end  of  the  stereoscope  without  accom- 
modating. 

A convenient  slide  may  be  made,  composed  of  two 
vertical  lines,  one  above  and  the  other  below  the  same 
horizontal  line,  so  arranged  that  the  two  lines  can  be 
made  to  recede  or  approach  each  other : this  test 
object  is  placed  in  the  box  instead  of  the  ordinary 
views.  The  two  lines  being  now  separated  to  a dis- 
tance equal  to  that  between  the  two  eyes,  and  the 
clips  containing  the  necessary  convex  glasses,  the 
patient  will  see  the  lines  without  accommodation  or 
convergence,  and  should  succeed  in  fusing  the  two 
lines  into  one.  When  this  is  done  binocular  vision  is 
obtained  with  parallelism  of  the  lines  of  fixation.  We 
endeavour  at  future  trials  to  obtain  fusion  with  an 
equal  amount  of  convergence  and  accommodation. 
This  is  done  by  sliding  the  two  lines  towards  each 
other  about  1 cm. ; this  will  call  into  play  something 
like  1 m.  a.  of  convergence ; we  then  diminish  the 
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convex  glass  1 D.,  so  that  the  amount  of  accommoda- 
tion provoked  (1  D.)  may  correspond  to  the  amount  of 


Fig.  98  (Lnndolt). 


convergence.  In  this  way  we  slide  the  lines  nearer 
and  nearer  together^  diminishing  the  -|-  glasses  at  the 
same  time^  until  the  two  form  one  vertical  line,  then 
binocular  vision  is  obtained  with  6 m.  a.  of  convergence 
and  with  6 D.  of  accommodation ; when  this  point  has 
been  reached,  stereoscopic  pictures  may  be  used  as 
slides. 

Wlien  binocular  vision  does  not  exist,  the  patient 
should  be  taught  to  use  the  squinting  eye,  and  this 
can  be  conveniently  done  by  having  a small,  black, 
metal  disc  made  to  slip  over  the  spectacle-glass  of  the 
fixing  eye ; with  this  eye  excluded,  the  patient  should 
read  with  the  defective  eye  for  fifteen  minutes  twice  a 
day,  commencing  with  large  print  where  a high  degree 
of  amblyopia  is  present,  and  decreasing  the  size  of  the 
print  gradually  as  the  eye  improves.  In  very  young 
children  the  disc  may  be  worn  over  the  fixing  eye  for 
a part  of  each  day,  and  the  child  encouraged  to  run 
about  and  play. 

Another  most  useful  exercise  is  the  reading  bar, 
which  may  be  used  for  a short  time  twice  a day 
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— a pencil,  the  finger,  or  a small  strip  of  metal  will 
answer  the  purpose ; this  is  merely  to  be  held  about 
6 or  7 cm.  in  front  of  the  book  when  reading ; if  only 
one  eye  is  used  the  patient  stops  when  he  comes  to 
that  part  of  the  line  covered  by  the  bar : when  both 
eyes  are  in  use,  then  he  goes  on  reading  without  any 
interruption. 

Herring’s  drop  test  is  perhaps  the  best  test  for 
finding  out  the  presence  of  binocular  vision. 

Paralytic  strabismus  does  not  come  within  the 
pi’ovince  of  this  work. 

See  Case  22,  page  255. 
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CHAPTEK  XI 

ASTHENOPIA 

Asthenopia  (’A,  priv. ; aOevog,  strength ; w\p,  the 
01’  weak  sight,  is  a term  used  to  designate  a 
group  of  symptoms  caused  by  fatigue  or  strain  of 
some  part  of  the  eye  or  its  muscles. 

Asthenopia  frequently  accompanies  hypermetropia, 
myopia,  and  astigmatism,  and  reference  has  often 
been  made  to  it  when  speaking  of  these  errors  of 
refraction.  It  is  also  met  with  in  cases  where  no 
ametropia  exists,  and  may  then  be  caused  by  over- 
fatigue or  diminished  power  of  the  ciliary  muscles, 
weakness  of  the  internal  recti,  or  exhaustion  of  an 
over-sensitive  retina. 

Asthenopia  shows  itself  by  the  inability  to  sustain 
long  and  continuous  near  work,  and  is  accompanied 
with  more  or  less  pain ; the  condition  is  a very  common 
one,  and  it  may  be  stated  with  confidence  that  p.mn 
m the  eyes,  unconnected  with  inflammation,  is  almost 
invariably  due  to  asthenopia,  and  but  seldom  to  any 
deep-seated  disease.  The  more  acute  the  pain,  the 
more  does  it  point  to  asthenopia ; as  a rule,  however, 
the  pain  is  not  very  severe  : it  may  be  situated  in  the 
eyes  themselves,  or  around  the  orbits,  and  is  always 
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increased  when  the  eyes  are  used  for  near  objects;  in 
some  cases  no  pain  is  felt,  but  after  reading  for  a 
while  the  type  becomes  indistinct  or  double,  so  that 
the  patient  has  to  stop  and  look  about  the  room,  or 
rub  his  eyes,  after  which  he  may  be  able  to  resume 
reading  for  a short  time,  to  be  again  quickly  inter- 
rupted by  a repetition  of  the  same  symptoms.  If  the 
work  be  still  persisted  in,  the  pain  around  the  eyes 
increases,  there  is  photophobia  and  lachrymation,  a 
sensation  of  dazzling  and  dimness,  more  or  less  con- 
junctival congestion,  the  eyes  becoming  red  and 
irritable ; all  these  symptoms  are  liable  to  be  worse  in 
the  evening  after  a day’s  work,  when  there  is  the 
additional  disadvantage  of  an  artificial  light,  which 
may  be  hot  and  irritating. 

Headache  is  often  a prominent  symptom  of  asthe- 
nopia ; it  may  take  the  form  of  heaviness  or  pain 
over  the  brow  (which  may  or  may  not  be  combined 
with  general  head  ache) ; it  is  often  periodic  in 
character,  and  is  always  made  worse  by  reading; 
frequently  there  is  a tender  spot  on  the  top  of  the 
head,  or  pain  in  the  occipital  region,  occasionally  also 
there  is  pain  in  the  back  of  the  neck.  These  symptoms 
may  be  associated  with  dyspepsia,  palpitation,  and 
vomiting,  and  in  some  cases  with  obstinate  insomnia. 

This  train  of  symptoms  has  occasionally  been  so 
severe  as  to  lead  to  the  diagnosis  of  brain  disease, 
hence  it  is  a good  rule  to  test  the  refraction  under 
atropine  in  all  cases  of  persistent  headache  not  giving 
way  to  ordinary  medical  treatment,  and  it  must  be 
remembered  that  a very  slight  amount  of  astigmatism 
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left  uncorrected,  even  thougli  the  chief  portion  of  it 
may  be  corrected,  will  be  sufficient  in  some  cases  to 
keep  up  the  headache. 

^ There  is  little  doubt  that  frequently  reflex  nervous 
disorders  are  caused  by  asthenopia. 

Asthenopia  may  be  divided  into — 

1.  Accommodative. 

2.  Muscular. 

3.  Retinal. 

Accommodative  Asthenopia  is  exceedingly  common 
and  IS  due  to  fatigue  of  the  ciliary  muscle ; and  may 
be  met  with  in  emmetropia  or  ametropia.  It  makes 
Itself  known  by  an  inability  to  maintain  the  necessary 
accommodation,  and  may  arise  (a)  from  a weak  con- 
dition of  the  ciliary  muscle,  (b)  from  excessive  use 
as  m hypermetropia,  (c)  from  unequal  demand,  as  in 
astigmatism,  (d)  from  unequal  demand  in  the  two 
eyes  as  in  anisometropia,  (e)  from  diminished  elasticity 
ot  the  lens,  as  in  presbyopia. 

When  Dondars  discovered  the  common  occurrence 

ypermetropia,  be  soon  became  aware  of  the  inti 
mate  connection  which  existed  between  it  and  asthe- 
nopia and  was  at  hrst  inclined  to  attribute  every 
case  to  this  cause.  Where  no  manifest  hyperme^ 
tropia  was  present  he  gave  a solution  of  atropine  to 
paralyse  the  accommodation,  feeling  confldeift  th 
some  latent  hypermetropia  would  then  display  itsdf 
such  cases  were  usually  completely  cured  by  prope; 
^nvex  glasses.  This  accommodative  asthcLpTa  is 

action  of  the  chary  muscle,  but  partly  also  to  the 

16 
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abnormal  relations  existing  between  the  two  func- 
tions, accommodation  and  convergence;  this  state- 
ment is  supported  by  the  fact  that  hypermetropes 
who  squint  seldom  suffer  from  asthenopia.  An  em- 
metrope  looking  at  distant  objects  does  so  without 
any  accommodation,  the  ciliary  muscle  being  passive ; 
but  the  hypermetrope  has  to  use  his  ciliary  muscle 
even  for  distant  objects,  and  therefore  much  more 
for  reading  or  near  work  ; so  that  the  ciliary  muscle 
practically  gets  no  rest.  A young  and  vigorous 
person  whose  hypermetropia  is  not  very  high  may 
resist  asthenopia  for  a long  time,  but  as  he  gets 
older,  or  if  his  health  suffer  from  any  cause,  symptoms 
of  this  disorder  are  apt  to  appear,  and  when  once 
established  they  may  continue,  notwithstanding  im- 
provement in  the  patient’s  general  condition.  In 
women  asthenopia  is  very  liable  to  come  on  during 
lactation. 

Treatment. — We  order  such  glasses  as  are  neces- 
sary to  correct  the  refraction  according  to  the  rules 
given.  In  some  cases  where  convex  glasses  do  not 
produce  the  desired  relief,  prisms  of  2°  bases  inwards 
combined  with  the  spherical  correction  are  of  great 
use,  or  in  slight  cases  we  place  the  convex  glasses 
somewhat  near  together,  so  that  the  patient  looks 
through  the  outer  part  of  them  (Fig.  101).  This  plan 
is  frequently  very  useful  in  presbyopia.  Here  the 
asthenopia  is  due  to  a greater  muscular  effort  being 
required  to  produce  the  necessary  change  in  the 
shape  of  the  less  elastic  lens,  and  perhaps,  also,  in 
part  to  the  diflBculty  of  maintaining  an  exact  state  o 
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equilibrium  between  the  internal  and  external  recti 
muscles. 

In  the  hypermetrope  there  is  a want  of  harmony 
between  the  accommodation  and  the  convergence, 
the  two  functions  having  to  be  used  in  unequal 
degrees;  and  when  we  correct  his  refraction  with 
glasses  he  will  have  to  use  these  two  functions 
equally,  or  at  least  in  different  proportions  from  that 
to  which  he  has  been  accustomed.  Many  people  are 
able  at  once  to  adapt  themselves  to  this  new  state  of 
affams;  but  there  are  others  in  whom  the  force  of 
habit  is  so  strong  that  they  cannot  thus  throw  off  the 
acquired  one  of  using  the  accommodation  in  excess  of 
the  convergence.  ^ You  must  not,  therefore,  be  dis- 
couraged if  occasionally  your  patient  is  not  at  once 
and  completely  relieved  of  his  asthenopia,  as  soon 
as  you  have  given  him  convex  spectacles.  A fort- 
night’s trial  should  be  made  before  we  can  decide 
that  such  spectacles  will  not  relieve  the  patient  of  his 
asthenopia. 

Asthenopia  depends  much  upon  the  nervous  system 
of  the  individual;  in  some,  a very  slight  amount 
of  astigmatism  will  produce  accommodative  asthe- 
nopia; one  hypermetrope  will  have  no  uncomfortable  * 

eelings,  while  another,  whose  condition  seems  exactly 
similar,  mil  suffer  much,  so  that  it  is  essential  to  attend 
to  the  patient  s general  health. 

Muscular  Asthenopia  is  due  to  fatigue  of  some  of 
the  external  muscles  of  the  eyeballs 

The  two  eyes  should  be  in  n condition  of  perfect 
muscular  equilibrium  in  every  position  of  the’^eyes; 
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when  this  is  not  the  case,  it  may  be  detected  by 
covering  one  eye  with  a screen,  while  the  other  is  made 
to  fix  a small  object,  such  as  the  point  of  a pen,  held 
about  30  cm.  away;  the  covered  eye  should  be 
accurately  adjusted  for  the  object,  although  it  no 
longer  sees  it : when  this  is  not  the  case  the  covered 
eye  may  deviate  inwards  or  outwards ; and  if  the 
screen  now  be  withdrawn  a movement  of  readjust- 
ment takes  place. 

Maddox  has  pointed  out  that  in  practice  it  will 
be  found  that  on  using  the  two  functions  of  accom- 
modation and  convergence,  the  convergence  has  a 
tendency  to  lag  behind  the  accommodation  and  re- 
quires the  further  stimulus  of  fusion  to  ensure  the 
exact  direction  of  the  visual  axes,  so  that  when  one 
eye  is  covered  the  other  may  deviate  outwards  a few 
degrees  and  still  be  considered  within  normal  limits. 

When  this  deviation  of  the  covered  eye  is  greater 
than  5°,  then  there  is  disturbance  of  the  muscular 
equilibrium,  and  the  condition  is  spoken  of  as  in- 
sufficiency or  latent  convergence  or  divergence. 

When  insufficiency  exists  the  results  which  follow 
vary. 

1.  Slight  degrees  may  be  corrected  by  increased 
innervation  of  the  weak  muscles,  and  so  give  rise  to 
no  symptoms. 

2.  Muscular  asthenopia  may  result  from  excessive 
innervation  ; this  may  at  once  be  relieved  by  closing 
one  eye. 

3.  Or  it  may  pass  on  to  concomitant  squint. 

Heterophoria  is  the  term  now  generally  employed 
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to  express  a disturbance  of  the  equilibrium  of  the 
muscles  of  tbe  eyeball,  and  may  be  divided  into — 

1.  Exopboria. 

2.  Esopboria. 

3.  Hyperphoria. 

4.  Insufficiency  of  tbe  oblique  muscles. 

a.  Hyperesopboria. 

(5.  Hyperexopboria. 

Exopboria,  or  latent  divergence;  one  eye  tends  to 
turn  out,  and  is  only  prevented  from  doing  so  by 
increased  innervation  of  tbe  internal  recti  muscles, 
there  is,  in  fact,  insufficiency  of  these  muscles,  resulting 
in  a strain  of  tbe  convergence. 

Exopboria  is  the  commonest  of  these  defects,  and 
is  most  frequently  associated  with  myopia,  though  it 
occasionally  occurs  in  emmetropia  or  even  byperme- 
tiopia;  it  is  characterised  by  inability  to  maintain 
prolonged  convergence.  The  patient  complains  that 
the  eyes  become  tired,  especially  during  tbe  evenings, 
reading  or  writing  cannot  be  continued  for  any 
length  of  time;  be  has  pain  in  and  around  tbe 
eyes,  with  headache;  objects  look  dim  and  indis- 
tinct, and  there  is  a tendency  to  see  things  double  ; 
sometimes  the  patient  experiences  a sensation  as  if 
one  eye  had  turned  outwards,  which  may  really  be 
the  case;  frequently  the  patient  finds  relief  by  closing 
one  eye.  ° 

In  myopia  the  disturbance  of  the  two  functions 
accoi^odation  and  convergence,  may  in  some  mea- 
sure tend  to  the  production  of  this  form  of  asthenopia 
Thus  a patient  with  4 D.  of  myopia  has  his  punctum 
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re  mo  turn  at  25  c.m. ; to  see  an  object  at  that  distance 
he  must  converge  to  that  point,  maintaining  at  the 
same  time  a passive  condition  of  his  accommodation. 

Strain  of  the  internal  recti  muscles  is  essentially 
dependent  upon  binocular  vision ; no  convergent  strain 
can  exist  where  binocular  vision  is  not  present. 

Esophoria,  or  latent  convergence,  is  due  to  insuffi- 
ciency of  the  external  recti,  and  is  seldom  seen,  for  it 
quickly  passes  on  to  convergent  squint  with  loss  of 
binocular  vision ; here,  as  a rule,  we  are  dealing  with 
excessive  innervation  of  the  internal  recti  muscles 
rather  than  with  an  insufficiency  of  their  opponents. 

Hyperphoria,  one  eye  tends  to  deviate  upwards ; 
this  is  usually  associated  with  esophoria,  but  may 
exist  alone  ; this  is  not  a very  uncommon  defect. 

Insufficiency  of  the  obliques  I have  never  seen,  and 
no  cases  have  been  recorded  in  this  country,  though 
they  seem  to  occur  in  America. 

To  test  and  record  the  amount  of  latent  deviation, 
the  glass-rod  test  described  on  page  46,  may  be  em- 
ployed. The  patient  is  directed  to  look  at  the  flame 
of  a candle  6 metres  away  ; immediately  behind  the 
flame  is  a scale  for  measuring  the  amount  of  devia- 
tion; the  glass  rod  is  then  placed  horizontally  before 
the  right  eye  in  testing  for  exophoria  or  esophoria : 
if  the  streak  of  light  appear  on  the  right  of  the 
candle  homonymous  diplopia  is  present,  and  the  con- 
dition of  the  eyes  is  one  of  convergence  : whereas  if 
the  streak  has  its  position  on  the  left  side  of  the 
candle,  crossed  diplopia  is  present,  and  the  eyes  are 
divergent;  the  number  on  the  scale  corresponding 
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with  the  position  of  the  streak  of  light  indicates  the 
amount  of  convergence  or  divergence.  When  em- 
ployed for  hyperphoria  the  rod  must  be  placed  before 
the  eye  vertically. 

Another  test  for  detecting  insufficiency  of  the  con- 
vergence is  sometimes  employed. 

Place  a prism  of  about  15°,  with  its  base  down- 
wards, in  a spectacle  frame  before  one 
eye  : by  this  means  we  cause  a displace- 
ment of  the  eye  upwards  which  produces 
vertical  diplopia.  The  patient  is  now 
directed  to  look  steadily  at  a card,  on 
which  is  drawn  a line  with  a dot  in  its 
centre,  placed  at  the  patient’s  ordinary 
reading  distance  (Fig.  99).  Naturally  he 
will  see  two  dots.  If  he  see  one  line  only 
with  two  dots  on  it,  his  muscles  are 
assumed  to  be  of  the  normal  strength ; 
if,  however,  two  lines  are  seen  with  a dot 
on  each,  then  insufficiency  exists,  and 
the  strength  of  the  prism  which  is  neces- 
sary with  its  base  inwards  to  produce  fusion 
is  the  measure  of  the  insufficiency. 

The  most  satisfactory  test  for  muscular 
insufficiency  is,  however,  the  rod  test ; and 
having  recorded  the  amount  of  latent  con- 
vergence or  divergence  for  distance,  we  next  ascertain 
if  there  is  any  latent  deviation  in  near  vision. 

A prism  of  12°  base  upwards  being  placed  before 
the  right  eye  in  a spectacle  frame,  the  scale  is  held 
I metro  from  the  eyes.  The  scale  used  by  Maddox 
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consists  of  a horizontal  line  in  the  centre  of  which  is 
an  arrow  pointing  upwards  (Fig.  100).  The  line  is 
divided  into  metre  angles  which  are  marked  by  figures, 
black  on  the  right  of  the  arrow,  red  on  the  left.  The 
prism  of  course  causes  two  arrows  and  two  lines  to  be 
seen : the  patient  is  directed  to  fix  the  fine  print  just 
below  the  arrow,  and  if  there  is  no  deviation  the 
two  arrows  will  be  seen,  one  immediately  below  the 
other ; if  the  lower  one  point  to  the  right  (black 
figures)  there  is  latent  convergence,  but  if  to  the 
left  (red  figures)  latent  divergence  for  this  distance : 
the  amount  of  deviation  is  read  off  the  scale  and  duly 
recorded. 

Treatment. — In  cases  of  myopia  we  give  such 
glasses  as  correct  the  refraction  to  be  worn  con- 
stantly; these  frequently  succeed  in  relieving  the 
asthenopia.  When  this  is  not  the  case,  weak  prisms 
bases  inwards,  by  which  we  diminish  the  amount  of 
convergence  necessary,  often  give  instant  relief.  It 
is  sometimes  useful  to  combine  the  prisms  with 
concave  glasses,  or  by  separating  the  glasses  some- 
what widely  we  may  produce  the  same  result.  Fig. 
101  shows  concave  spectacles,  which  act  as  prisms 
by  being  slightly  separated;  convex  glasses  have 
the  same  effect  when  placed  so  close  together  that  the 
patient  looks  through  the  outer  part  of  the  lenses. 
Or  the  lenses,  instead  of  being  thus  displaced,  may  be 
decentred  by  so  grinding  the  glass  that  its  optical 
centre  is  not  the  centre  of  the  glass.  These  de- 
centred glasses  are  spoken  of  as  prismospheres,  and 
when  ordered  the  amount  of  decentration  should  be 
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stated  in  millimetres  on  the  order  card ; the  more  the 
glasses  are  decentred  the  greater  will  be  the  pris- 
matic effect  produced  (page  194). 

When  actual  divergence  of  one  eye  takes  place, 
advancement  of  the  internal  rectus,  with  or  without 
division  of  its  antagonist,  may  be  necessary. 


Fig.  101. 


Retinal  Asthenopia  is  due  to  fatigue  of  the  retina. 

In  addition  to  those  cases  of  asthenopia  occurring 
with  hypermetropia,  myopia,  and  astigmatism,  which 
should  be  relieved  by  the  proper  optical  eorrection 
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restoring  the  balance  of  the  extra-  and  intra-ocular 
muscular  systems^  every  one  will  occasionally  meet 
with  cases  where  there  is  intense  discomfort  and 
inability  to  read  or  do  near  work  for  any  length  of 
time,  but  where  no  ametropia  exists,  as  proved  by 
placing  the  patient  under  atropine  and  then  testing 
the  refraction.  The  visual  acuteness  is  often  very 
good,  frequently  rising  to  f or  higher.  The  pain 
complained  of  is  usually  at  the  back  of  the  eyes,  with 
more  or  less  headache,  photophobia,  lachrymation,  a 
feeling  of  tension  and  heat,  together  with  itching 
and  pricking  of  the  eyelids.  Sometimes  the  chief 
symptom  complained  of  is  the  conjunctival  irritation 
accompanied  with  increased  secretion. 

These  cases  are  always  exceedingly  troublesome  and 
difficult  to  cure;  they  occur  most  frequently  among 
young  unmarried  girls  of  an  hysterical  or  nervous 
temperament.  Less  frequently  men  are  affected,  and 
then  it  is  chieffy  amongst  those  who  are  feeble,  hypo- 
chondriacal, and  nervous. 

With  the  ophthalmoscope  the  eyes  may  appear 
quite  normal,  or  the  retinal  veins  may  be  full  with  or 
without  some  slight  haziness  of  the  edges  of  the  discs ; 
the  perimeter  may  reveal  a spiral  contraction  of  the 
A-isual  fields  due  to  progressive  exhaustion  of  the 
retina,  which  probably  follows  refiex  contraction  of 
the  retinal  vessels. 

Retinal  asthenopia  may  be  attributed  to  long  hours 
of  near  work  which  has  been  done  by  artificial  light, 
especially  in  those  who  have  been  previously  reduced 
by  some  lowering  illness.  I have  met  with  several 
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cases  amongst  those  making  gold  lace,  and  no  doubt 
the  bright  materials  here  worked  with  had  something 
to  do  with  the  production  of  the  retinal  hyperses- 
thesia. 

It  seems  generally  accepted  by  all  authorities  on 
this  subject  that  in  most  cases  the  nervous  system  is 
exceedingly  sensitive  and  unstable. 

Sometimes  the  asthenopia  is  distinctly  of  reflex 
origin,  produced  by  disturbance  of  the  internal  organs; 
when  leucorrhcea  exists  in  young  unmarried  women, 
with  troublesome  asthenopia,  masturbation  may  be 
suspected.  Irritation  of  the  fifth  nerve  from  carious 
teeth  may  also  act  as  the  exciting  cause. 

Treatment. — Complete  abstinence  from  near  work 
does  not  always  give  relief,  nor  is  this  abstinence  to  be 
encouraged.  A slight  amount  of  regular  work  should 
be  done  every  day,  with  rest  for  the  eyes  during  the 
evening.  Usually  some  form  of  nerve  tonic  is  indicatec', 
with  plenty  of  outdoor  exercise  and  the  avoidance  of 
strong  light  or  places  where  there  is  a great  glare, 
such  as  the  sea-side  in  summer.  Tinted  glasses  are 
to  be  avoided,  since  they  merely  tend  to  increase  the 
hyperaesthesia  of  the  retina. 
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CHAPTER  XII 

SPECTACLES 

Having  referred  to  the  subject  of  spectacles  when 
considering  the  correction  of  the  different  forms  of 
ametropia^  I will  now  briefly  recapitulate  what  was 
then  said,  even  at  the  risk  of  being  accused  of  un- 
necessary repetition. 

Hypermetropia. — So  long  as  -f  can  be  read  with 
each  eye,  no  glass  is  necessary  for  distant  vision ; for 
reading  and  near  work  we  give  such  glasses  as 
correct  the  manifest  and  ^ of  the  latent  hyperme- 
tropia. 

If  distant  vision  be  improved  by  convex  glasses, 
then  these  may  be  prescribed. 

In  hypermetropia  complicated  with  strabismus  we 
estimate  the  total  hypermetropia  under  atropine,  then 
give  the  full  correction  to  be  worn  constantly. 

Myopia. — In  cases  of  low  degree  we  may  prescribe 
folders  for  distance,  and  allow  the  patient  to  read  and 
write  without  glasses  if  only  he  keep  a sufficient  dis- 
tance (30  cm.)  from  his  book  and  suffer  no  inconveni- 
ence. In  medium  degrees  the  best  results  often 
ensue  when  the  full  correction  is  worn  constantly 
both  for  near  and  distant  objects. 
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Where  the  myopia  is  of  high  degree  the  full  cor- 
rection may  be  satisfactory  for  distance,  but  uncom- 
fortable or  impossible  for  reading,  owing  to  the 
accommodation  being  insufficient.  These  glasses  also 
have  the  disadvantage  of  diminishing  the  size  of 
objects ; here  we  give  two  pairs  of  spectacles,  one  for 
distance,  and  a weaker  pair  for  reading. 

Astigmatism. — Our  object  is  to  give  as  near  as 
possible  the  full  correction  (found  by  atropizing  the 
patient)  j these  glasses  should  be  worn  constantly. 

Atropine  is  seldom  necessary  in  patients  over  twenty 
years  of  age.  Homatropine  and  cocaine  is  usually 
sufficient  in  older  people. 

Convex  glasses  render  parallel  rays  which  pass 
through  them  convergent ; they  add  therefore  to  the 
refraction  of  the  dioptric  system,  and  are  called  posi- 
tive. 

Concave  glasses  render  parallel  rays  divergent; 
they  therefore  diminish  the  refraction  of  the  dioptric 
system,  and  are  called  negative. 

Convex  glasses  add  to  the  quantity  of  light  entering 
the  eye,  while  concave  glasses  diminish  it. 

The  size  of  the  image  is  modified:  thus  positive 
glasses  bring  forward  the  nodal  point,  and  so  increase 
the  size  of  the  image ; while  negative  glasses  carry  the 
nodal  point  backwards,  and  so  diminish  the  size  of  the 
image. 

Glasses  may  be  made  of  rock  crystal  (commonly 
called  pebbles)  or  crown  glass.  Those  made  from  the 
former  material  have  the  advantage  of  being  harder, 
and  are  therefore  less  likely  to  be  scratched  than 
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glass ; the  weight  is  much  the  same  in  both  cases. 
Pebbles  absorb  more  heat,  and  unless  cut  exactly  at 
right  angles  to  their  optic  axis  they  are  apt  to  refract 
unequally ; besides,  it  is  diflBcult  to  get  rock  crystal 
free  from  striae,  so  that  lenses  made  from  good  crown 
glass  are  quite  equal  to  the  best  pebbles,  very  much 
cheaper,  and  almost  universally  used. 

The  method  of  mounting  spectacle  glasses  is  of  the 
greatest  importance ; they  must  be  accurately  centred 
in  frames  that  are  light,  strong,  and  fit  comfortably, 
otherwise  the  good  effect  of  the  most  carefully  chosen 
correction  may  be  entirely  frustrated  by  a faulty 
position  of  the  glasses,  or  even  a fresh  source  of  eye- 
strain  may  be  introduced.  Glasses  for  constant  use 
should  be  in  the  same  plane  and  centred  for  distance ; 
those  intended  for  near  work  only  should  converge 
slightly,  and  be  centred  for  the  reading  distance. 

Each  lens  should  be  in  the  first  focal  plane  of  the 
eye,  that  is  13'7  mm.  in  front  of  the  cornea.  When  this 
is  the  case,  the  images  formed  on  the  retina  will  be 
of  the  same  size  as  in  emmetropia. 

The  bridge  of  the  frame  should  be  moulded  to  suit 
the  shape  of  the  nose,  resting  on  it  by  a broadish 
surface  so  as  not  to  cut  or  indent  the  skin,  while  the 
glasses  should  be  a sufficient  distance  from  the  eyes  to 
just  clear  the  lashes.  The  sides  of  the  frames  should 
pass  back  immediately  above  the  ears,  and  in  many 
cases,  especially  where  glasses  are  required  to  be  worn 
constantly,  they  may  with  advantage  bend  directly 
round  the  ears,  fitting  the  posterior  part  of  the 
concha;  these  ear-pieces  may  be  made  of  twisted 
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wire,  which  gives  them  considerable  elasticity  and 
strength.  The  frames  may  be  made  of  gold,  rolled 
gold,  or  steel ; the  latter  material  has  the  disadvantage 
of  rusting  easily. 

When  glasses  are  worn  for  myopia  or  hyper- 
metropia  they  should  not  be  further  from  the  eye 
than  13'7  mm.  For  presbyopia  the  person  may  be 
allowed  to  suit  his  own  convenience  and  comfort, 
2 1 cm.  being  an  ordinary  distance. 

Single  glasses  may  occasionally  be  allowed  in  low 
degrees  of  myopia  for  looking  at  distant  objects. 
They  have  the  disadvantage  of  encouraging  mon- 
ocular vision,  and  sometimes  one  eye  is  used  so 
entirely  that  the  sight  in  the  other  may  deteriorate 
from  want  of  sufficient  use. 

Folders  (pince-nez),  of  which  there  are  many  varie- 
ties, may  be  used  in  some  cases  of  hypermetropia 
and  myopia;  many  presbyopes  find  them  very  con- 
venient for  reading.  Spectacles  are  as  a rule  to  bo 
preferred,  especially  in  children,  since  they  are  more 
accurately  centred  and  fit  better. 

In  cases  of  astigmatism  it  was  formerly  the  custom 
to  order  spectacles  and  not  folders,  as  in  the  latter  it 
is  difficult  to  be  certain  that  the  cylindrical  glasses 
are  always  in  their  proper  axis ; but  several  ingenious 
pince-nez  have  been  brought  out  which  are  free 
from  this  objection.  That  form  in  which  the 
glasses  slide  on  a horizontal  bar  are  so  arranged 
that  they  fit  on  the  nose  very  easily,  and  are 
extremely  comfortable,  and  may  be  recommended  in 
many  cases. 
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In  addition  to  concave,  convex,  and  cylindrical 
glasses,  others  are  sometimes  used. 

Stenopaic  spectacles  consist  of  an  opaque  screen 
with  a small  central  aperture  which  may  be  of  any 
shape  to  suit  a particular  case,  so  that  all  the  peri- 
pheral rays  are  cut  off,  only  those  that  are  in  the 
visual  axis  being  allowed  to  pass  through.  They  can 
be  combined  with  convex  or  concave  glasses,  and  are 
sometimes  exceedingly  useful  in  cases  of  leucomata, 
nebulae,  irregular  astigmatism,  conical  cornea,  etc., 
where  the  vision  is  much  disturbed. 

Prismatic  spectacles  may  consist  of  prisms  alone,  or 
they  may  be  in  combination  with  concave  or  convex 
lenses.  It  is  not  convenient  to  use  prisms  much 
stronger  than  3°  or  4°,  owing  to  their  weight.  They 
are  useful  in  certain  cases  of  paralysis  of  muscles,  to 
correct  the  diplopia,  and  in  some  cases  of  hyper- 
metropia,  myopia,  and  astigmatism  which  are  not 
relieved  by  their  proper  correction  j prisms  are  also 
used  for  testing  the  ocular  muscles  and  for  detecting 
malingerers.  When  ordered  in  cases  of  asthenopia 
with  errors  of  refraction,  they  may  be  combined  with 
the  glasses  which  correct  these  errors  (p.  194). 

Pantoscopic  Glasses. — The  upper  half  of  these 
glasses  have  one  focus,  the  lower  half  another.  Thus 
a presbyopic  person  may  also  be  myopic.  The  upper 
half  of  the  glass  would  then  be  concave  for  distance, 
the  lower  half  convex  for  near  work.  Painters  some- 
times find  such  glasses  very  useful. 

Tinted  glasses  are  often  required  for  diminishing 
excessive  light,  especially  where  there  is  irritation 
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or  inflammation  of  tlie  retina;  they  are  also  useful 
in  some  cases  of  photophobia,  arising  from  various 
causes,  as  myopia,  etc.  Where  the  aim  is  to  relieve 
the  retina  without  injuring  the  distinctness  of  vision 
the  light  blue  glasses  are  the  best,  as  they  cut  off 
the  orange  rays;  where  the  object  is  to  act  on  the 
quantity  and  not  the  quality  of  the  light,  smoke- 
coloured  glasses  are  to  be  preferred.  Tinted  glasses 
sometimes  do  real  harm,  as  in  cases  of  asthenopia,  by 
increasing  the  sensitiveness  of  the  retina;  they  are 
always  somewhat  heating  to  the  eyes,  in  proportion 
to  the  amount  of  rays  they  absorb.  We  sometimes 
combine  them  with  convex  or  concave  glasses. 

There  are  also  various  forms  of  •protectors ; those 
hollowed  out  like  a watch-glass,  so  as  to  fit  closely, 
are  to  be  preferred  to  those  with  wire  sides  called 
goggles,  or  those  with  sides  of  glass,  which  have  the 
disadvantage  of  being  too  heavy.  Workmen  wear 
different  sorts  of  protectors  to  keep  off  dust,  frag- 
ments of  stone,  etc.,  which  may  be  made  of  glass,  talc, 
or  other  material. 

Shot-proof  spectacles  are  also  made  for  sports- 
men. 

It  is  sometimes  necessary  to  find  out  and  record 
the  strength  of  glasses  that  are  being  worn;  this  is 
easily  done.  If  convex,  we  take  a concave  glass  out 
o the  trial  box,  hold  it  against  the  glass  we  are 
trying,  and  look  through  them  at  a line,  e.  g.  the  bar 
of  a window  or  any  similar  object.  We  move  the 
glasses  to  and  fro  in  front  of  the  eye : if  the  line 
remain  immoveable  the  neutralisation  is  complete; 
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if  it  move  in  tlie  same  direction  the  concave  glass  is 
too  strong;  if  in  the  opposite  direction  it  is  not 
strong  enough. 

A small  lens  measure  is  now  made  for  estimating 
the  strength  of  lenses. 


Cases 

Commence  the  examination  in  a systematic  manner. 

First,  notice  the  general  appearance  of  the  patient, 
then  the  shape  of  the  head  and  face.  Next  the 
eyes,  as  to  whether  they  are  large  and  prominent,  or 
small  and  sunken-looking.  Listen  patiently  to  the 
sufferer’s  complaints,  and  having  submitted  to  this 
ordeal,  test  the  acuteness  of  vision  of  each  eye 
separately,  and  afterwards  together,  writing  down 
the  result,  remembering  always  to  commence  with 
convex  glasses.  Then  place  the  near  type  in  the 
patient’s  hand,  noting  the  number  of  the  type  and 
the  distance  at  which  it  can  be  read.  Next  pass  on 
to  the  ophthalmoscope,  first  applying  the  “rjtino- 
scopic  test,”  then  the  “indirect  examination,”  and 
finally  the  “ direct  method,”  first  at  a distance,  and 
then  close  to  the  eye.  If  any  ametropia  exist,  the 
advisability  of  paralysing  the  accommodation  with 
atropine  must  be  considered. 

In  order  to  illustrate  this  method  of  examinatiou,  I 
will  give  a few  additional  cases  worked  out  with  the 
concave  mirror. 

Case  10.  Uypermetroina. — E.  M — , a young  woman. 
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a book -folder,  eet.  17,  sufferiog  from  tinea  tarsi, 
complains  that  her  eyes  get  very  tired  at  night,  so 
much  so,  in  fact,  that  she  is  unable  to  read  for  any 
length  of  time.  Her  general  appearance  is  healthy, 
and  nothing  special  is  noticed  about  her  face,  except 
that  the  eyes  are  small.  The  acuteness  of  vision  for 
both  eyes  is  normal.  On  placing  -f  1 D.  in  front  of 
the  right  eye,  f is  seen  more  distinctly  than  -without, 
with  + 2 D.  is  still  read,  with  + 2'5  D.  vision  is 
not  so  good ; the  same  result  is  obtained  with  the 
left  eye.  -f  2 D.  for  each  eye  is  the  strongest  convex 
glass  with  which  f can  be  read,  and  is  therefore  the 
measure  of  her  Hm. ; on  trying  the  two  eyes  together 
2‘5  D.  still  gives  f.  We  record  it  thus : 


On  placing  the  patient  in  the  dark  room,  and 
directing  her  to  look  at  some  distant  object  or  at  a 
black  wall,  so  as  to  relax  as  much  as  possible  the 
accommodation,  with  the  concave  mirror  the  shadow 
we  perceive  moves  slowly  against  the  mirror.  We  put 
+ 2 D.  in  a spectacle  frame,  in  front  of  the  eye;  the 
shadow  IS  more  distinct,  and  moves  more  quickly. 
We  try  stronger  glasses,  and  then  find  that  + 3-5  d' 
IS  the  highest  with  which  we  still  get  a reverse 
shadow.  Both  eyes  are  alike. 

^ Next  examine  with  the  ophthalmoscope.  By  the 
indirect  method  the  disc  becomes  smaller  on  with- 
drawing the  objective  from  the  eye.  With  the 
mirror  alone  at  a distance,  we  see  an  image  of  the 
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disc  wliicli  moves  with,  the  observer  s head,  proving 
tho  image  to  be  an  erect  one.  On  approaching  the 
eye  the  disc  is  not  seen  well,  unless  we  put  in  force 
our  own  accommodation.  With  our  accommodation 
suspended,  we  turn  the  wheel  of  the  ophthalmoscope 
so  as  to  bring  forward  convex  glasses;  the  clearness 
of  the  fundus  is  improved;  + 4 D.  is  the  strongest 
convex  glass  with  which  the  details  can  be  distinctly 

and  clearly  seen  by  myself. 

We  might  be  satisfied  with  this  result,  assuming 
4 D.  to  be  the  amount  of  total  hypermetropia,  but  in 
young  people  it  is  much  more  satisfactory  to  be  able 
to  record  once  and  for  all  the  total  hypermetropia 
beyond  doubt.  Atropine  (grs.  iv  to  5j)  was  therefore 
ordered,  one  or  two  drops  to  be  placed  m both  eyes 
three  times  a day  for  four  days,  warning  her  that 
she  will  be  unable  to  see  well,  and  that  the  pupils 
will  be  dilated  during  their  use.  We  also  recom- 
mend a shade  to  be  worn  to  protect  the  eyes  from  the 

light.  . , , 

On  her  return  she  reads  only  ^ with  each  eye 

and  she  now  requires  5 D.  to  enable  her  to  read 
6.  We  also  find  with  retinoscopy  that  + b D.  is 
the  strongest  glass  with  which  we  get  an  opposite 


thd-O  w • 

Oar  patient,  therefore,  liaa  a total  hypermetropia 
of  6 D , two  dioptres  of  which  were  manifest,  an 
three  latent.  For  work  and  reading  we  order  her 
spectacles  + 3 D.  At  present  she  will  not  requi  e 
them  for  distance.  About  thirty  she  will  probab  y 
require  her  glasses  increased  to  + 4 D.;  about  toity 
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she  may  bo  able  to  bear  her  full  correction,  and  may 
then  begin  to  wear  them  constantly. 

We  must  remember  that  when  atropine  has  been 
used  it  is  necessary  to  take  off  1 D.  from  the  measure- 
ments thus  found. 

Case  11.  Myopia. — A young  man,  set.  20,  next 
presents  himself.  He  has  a long  intellectual  face 
with  prominent  nose;  the  palpebral  apertures  are 
wide ; and  on  directing  him  to  look  inwards  as  much 
as  possible,  the  eyeballs  seem  elongated  in  the  antero- 
posterior diameter. 

His  eyes,  he  says,  are  excellent,  but  he  is  unable  to 
recognise  people  as  well  as  formerly.  We  test  the 
acuteness  of  vision,  and  find  that  he  reads  with 
each  eye.  Convex  glasses  make  even  that  line  in- 
distinct. Our  patient  is  probably  myopic.  We  place 
in  his  hand  the  near  type,  and  he  reads  No.  1 at 
once  and  easily.  The  farthest  point  at  which  he  can 
read  it  is  25  cm.  = 4 D.) ; — 4 D.  should  be  the 
measure  of  his  myopia.  We  try  — 4 D.,  directing 
him  again  to  look  at  the  distant  type.  He  reads  with 
each  eye  ; we  reduce  the  glass  to  find  the  iveaTcest 
with  which  he  reads  the  same,  and  with  — 3’5  D.  he 
reads  it,  though  hardly  so  well ; with  - 3 D.  he  reads 
> ~ 3'5  D.  is  therefore  the  measure  of  his 
myopia,  and  we  record  it  thus  : 

E.V.J^-3-5D.  = f. 

— 3'5  D.=4. 

If  we  employ  retinoscopy  — 3'5  D.  is  the  weakest 
concave  glass  with  which  a reverse  shadow  is  pro- 
duced. 
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We  next  subject  tbe  eye  to  the  indirect  ophthalmo- 
scopic examination.  The  image  of  the  disc  becomes 
larger  on  placing  the  objective  near  the  eye  and 
gradually  withdi’awing  it,  and  in  addition  we  see  also 
a slight  myopic  crescent  on  the  apparent  inner  side 
of  the  disc.  From  this  case,  disc  No.  1 was  drawn 
(p.  147). 

With  the  mirror  alone  at  a distance  from  the  eye 
the  disc  cannot  be  well  seen,  because  in  our  case  the 
aerial  image  will  be  formed  about  25  cm.  in  front  of 
the  patient’s  eye.  To  enable  us  to  see  this  aerial 
image  it  is  necessary  we  should  be  some  30  cm.  away 
from  it;  so  that  we  should  require  to  be  25  + 30 
= 55  cm.  from  the  observed  eye,  and  at  that  distance 
the  illumination  will  be  very  weak. 

With  the  direct  method  the  details  appear  blurred 
until  we  put  on  a concave  glass  by  turning  the  wheel 
of  our  refracting  ophthalmoscope.  The  weakest  con- 
cave glass  with  which  we  are  able  to  see  the  details 
of  the  fundus  clearly  is  the  measure  of  the  myopia. 
Thus  we  have  four  distinct  plans  of  measuring  our 
case  of  myopia : 

1st.  The  farthest  distance  at  which  the  near  type  is 
read,  25  cm.  = 4 D.). 

2nd.  The  weakest  concave  glass  which  gives  the 
greatest  acuteness  of  vision. 

3rd.  The  lueahest  concave  glass  with  which  we  get 
a retinoscopic  shadow  moving  in  the  opposite  direc- 
tion to  the  movement  of  the  concave  mirror. 

4th.  The  weakest  concave  glass  with  which  the 
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details  of  the  fundus  can  be  distinctly  seen  by  the 
direct  method. 

Should  any  of  these  results  vary  much,  we  should 
suspect  that  the  myopia  is  increased  by  spasm  of  the 
accommodation,  and  we  atropize  the  patient  in  the 
manner  before  described,  and  at  the  end  of  four  days 
go  over  the  ground  again,  remembering  that  when 
atropine  has  been  used,  it  is  necessary  to  add  on 
about  — '5  D.  to  the  glass  found,  because  the  ciliary 
muscle  is  probably  never  so  completely  relaxed  as 
when  it  is  under  the  influence  of  atropine. 

Having  found,  then,  that  our  patient’s  myopia 
amounts  to  — 3’5  D.,  we  give  spectacles  of  that  focus 
for  constant  use.  In  addition  to  ordering  spectacles, 
we  give  him  also  some  very  important  general  direc- 
tions : he  must  always  hold  his  book  or  work  35  cm. 
away,  bring  the  work  to  his  eyes,  and  not  his  eyes  to 
bhe  work ; writing  should  be  done  at  a sloping  desk, 
he  should  sit  with  his  back  to  the  window,  so  that 
the  light  comes  over  his  left  shoulder  on  to  his  work, 
and  do  as  little  near  work  as  possible  by  artiflcial 
light. 

Case  12.  Hypermetropia  and  Presbyopia. — A gentle- 
man, set.  56,  comes  with  the  complaint  that  he  cannot 
see  to  read  as  comfortably  as  formerly,  though  he 
sees  distant  objects  well.  We  try  his  acuteness  of 
vision,  and  find  that  he  reads  f badly.  With  -f  1 D. 
he  sees  much  better,  reading  some  of  the  letters  of 
We  then  try  + 1-5  D.,  and  these  he  rejects.  Hence 
we  conclude  that  he  has  Hm.  1 D.  We  know  from  his 
age  that  he  will  also  be  presbyopic  3 D.,  and  we  add 
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on  to  tills  + 1 D.  for  his  hypcrmetropia,  directing 
him  to  read  the  newspaper  with  + 4 D.  for  half  an 
hour.  He  thinks  these  rather  strong  for  him^  as  they 
make  his  eyes  ache.  With  + 3-5  D.  he  feels  quite 
comfortable,  and  we  therefore  give  him  + 3‘5  D., 
telling  him  that  he  may  require  them  changed  for 
slightly  stronger  ones  in  about  five  years. 

Case  13.  Paralysis  of  the  Accommodation. — Kate 
L — , £et.  12,  has  been  very  ill  from  diphtheria,  but  is 
now  much  better.  She  complains  that  she  is  unable 
to  read  or  work,  though  able  to  see  distant  objects 
well.  The  pupils  are  very  large,  and  act  badly  to 
light.  Hence  we  suspect  paralysis  of  the  accommo- 
dation. We  test  her  acuteness  of  vision,  and  she 
sees  with  each  eye.  We  try  convex  glasses  ‘5  D., 
and  she  still  reads  but  1 D.  she  rejects.  Our  dia- 
gnosis is  therefore  confirmed.  We  next  find  the 
weakest  glass  with  which  she  is  able  to  read,  weakest 
because  we  are  anxious  to  encourage  the  ciliary 
muscle  to  act,  since  by  replacing  it  entirely  we  should 
prolong  the  patient’s  recovery. 

The  glasses  must  be  changed  for  weaker  ones  as 
the  ciliary  muscle  recovers  tone. 

We  saw  that  she  had  a slight  amount  of  hyperme- 
tropia,  and  also  that  there  was  some  accommodation 
left,  enough  at  least  to  correct  this,  otherwise  she 
could  not  have  read  without  -h  ’5.  A tonic  con- 
taining iron  and  strychnine  was  also  prescribed. 

Case  14.  Anisometropia. — A young  woman,  ast.  20, 
has  never  seen  well,  either  at  a distance  or  near  at 
hand ; has  tried  spectacles  of  all  sorts,  but  never  been 
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able  to  find  any  that  suited  her.  The  eyes  look 
somewhat  irritable,  hut  there  is  nothing  conspicuous 
about  their  size  or  shape.  There  is  some  want  of 
symmetry  about  the  face,  the  nose  being  deviated 
from  the  median  line  slightly  to  the  left. 

We  first  try  the  acuteness  of  vision  of  the  right  eye. 
She  reads  -j^,  and  with  + 1 D.  vision  is  somewhat 
improved;  with  + T5  D.  it  is  made  worse.  Still 
armed  with  + 1 D.  we  direct  the  patient  to  look  at 
the  fan  of  radiating  lines  (Fig.  85).  She  sees  plainly 
the  horizontal  lines,  whilst  all  the  others  are  more  or 
less  indistinct,  the  vertical  line  most  so;  still  looking 
at  the  horizontal  line,  we  alternately  hold  in  front  of 
+ 1 D.,  which  is  before  the  eye  under  examination, 
+ ‘25  D.,  which  makes  it  worse,  then  — ‘25  D.,  which 
she  says  at  once  makes  it  perfectly  clear  and  distinct. 
We  therefore  put  down  + ‘75  as  the  correction  for 
the  vertical  meridian,  and  pass  on  to  the  horizontal. 
Our  patient  is  directed  to  look  steadily  at  the  vertical 
line.  We  try  convex  glasses,  these  improve  it,  + 3 D. 
making  it  quite  clear;  a stronger  glass  than  this 
renders  it  slightly  indistinct.  It  is  evident,  there- 
fore, that  her  horizontal  meridian  is  hypermetropic 
-f  3 D.  We  put  up  the  correction  found,  -f  -75  D. 
sp.,  + 2-25  D.  cylinder  axis  vertical,  and  direct  her 
again  to  look  at  the  distant  t^^  ie ; | is  read,  though 
with  some  difficulty.  This  result  is  not,  however, 
reliable,  and  we  proceed  to  confirm  it  by  retinoscopy, 
obtaining  -f-  2 D.  for  the  vertical,  and  4 D.  for  the 
horizontal  meridians.  On  trying  this  correction, 
however,  the  vision  is  not  so  good.  We  now  test  the 
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acuteness  of  vision  in  the  left  eye ; she  sees  -3®^,  and 
neither  convex  nor  concave  glasses  improve  it.  On 
looking  at  the  fan  of  radiating  lines,  all  seem  indis- 
tinct, and  having  thus  far  no  data  to  go  upon,  we, 
instead  of  wasting  time,  at  once  pass  on  to  retino- 
scopy.  We  get  oblique  shadows,  the  horizontal 
moving  with  the  mirror,  and  the  vertical  against  it ; 
here,  then,  is  a case  of  mixed  astigmatism.  We  find 
out  that  — 2 D.  is  the  weakest  concave  glass  with 
which  we  get  a reverse  shadow  horizontally,  and 
+ 3 D.  the  strongest  convex  lens  with  which  an 
opposite  shadow  is  still  obtained  in  the  vertical  meri- 
dian, the  degree  of  obliquity  being  about  25°.  This 
result  is  noted  down  thus : 


We  therefore  place  in  a spectacle  frame  -t-  3 D. 
spherical,  combined  with  — 5 D.  cylind.,  axis  devi- 
ating outwards  from  the  vertical  25°.  With  this  cor- 
rection the  patient  at  onco  reads  We  are  not  to 
be  satisfied  with  this  result,  but  give  the  patient  a 
solution  of  sulphate  of  atropine,  grs.  iv  to  5j,  with 
directions  to  come  again  in  four  days.  At  the  end  of 
that  time  she  returns,  and  we  find  with  retinoscopy — 

. ^ + 3-5  D. 


+ 2-5  IX 

R.-  — + 4-5  D. 


-2  D. 
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Tlie  right  eye  with  this  correction  reads  ^ readily, 
and  the  left  also  f,  but  rather  slowly.  This  result  is 
very  satisfactory.  We  now  allow  the  patient  to 
recover  from  atropine,  and  at  the  end  of  a week 
confirm  the  result  before  ordering  spectacles.  Then 
for  the  right  eye  the  best  vision  was  obtained  with 
+ To  sp.  o + 2 D.  cy.  axis  vertical  (|-) ; and  for  tho 
left  + 3 D.  spherical  o — 5 D.  cylind.  axis  20°  from 
the  vertical  (f).  These  spectacles  were  therefore 
ordered,  and  the  patient  directed  to  wear  them  con- 
stantly. 

Case  15.  Anisometropia. — Jane  W — , set.  30,  pre- 
sents herself,  complaining  that  the  sight  in  her  left 
eye  has  been  gradually  getting  dim  for  some  months. 
She  is  a small,  healthy-looking  woman,  with  nothing 
characteristic  in  her  appearance.  We  test  the  acute- 
ness of  vision : 

Right  Hm.  1 D.  = -|. 

Left  not  improved  with  spherical  glasses. 

We  try  retinoscopy,  but  the  pupils  are  so  small 
that  the  result  is  not  very  satisfactory.  We  are, 
however,  able  to  make  out  in  the  left  eye  a reverse 
shadow  in  the  horizontal  meridian,  which  -f  2 D. 
over-corrects,  + T5  D.  being  the  highest  glass  with 
which  we  get  an  opposite  shadow ; the  vertical  meri- 
dian appears  emmetropic.  There  is,  therefore,  no 
doubt  that  the  defective  vision  in  this  eye  is  due  to 
astigmatism.  The  patient  complains  that  the  exami- 
nation has  made  her  eyes  ache,  so  we  do  not  proceed 
further,  but  order  a solution  of  hydrobromate  of  homa- 
tropine  (2  grs.  to  the  5j)  to  be  used  every  three  hours. 
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and  direct  her  to  come  again  on  the  following  day. 
Then  the  result  with  retinoscopy  is — 

E.  + 1-5  D. 

, + •5  D. 

L.— j— + 2 D. 

We  try  this  at  the  test  type. 

E.*  + l-5 

T _6_  - + D-  ^P- 

■ + 1'5  D.  cy.  axis  vert. ~ 

We  make  a slight  deduction  from  the  sphere  in 
each  case  for  the  homatropine,  and  order  for  constant 
use — 

E.  + 1 D.  ppli. 

L.  + 1'5  D.  cy.  axis  vert. 

Case  16.  Preshiiopia. — John  Gr — , mt.  50,  has 
always  enjoyed  good  sight ; he  still  sees  distant 
objects  well,  but  finds  some  difficulty  in  reading, 
especially  during  the  evenings. 

E.V.  f,  no  Hm. 

L.V.  no  Hm. 

We  try  him  with  + 2 D.  for  reading,  and  with 
these  he  sees  perfectly;  this,  therefore,  is  a simple 
case  of  presbyopia,  requiring  a pair  of  folders  + 2 D. 
for  reading,  writing,  etc. 

Case  17.  Rypermetropia  and  Presbyopia. — Mr.  K — , 
Det.  60,  sees  badly  both  near  and  distant  objects; 
he  wears  + 4 D.  for  reading,  but  they  are  not  com- 
fortable. 


CASES 


253 


He  tlierefore  wants  + 3 D.  for  distance ; and  to 
find  the  glass  lie  will  require  for  reading,  it  is  neces- 
sary to  add  on  to  this  distance  lens  the  glass  he 
would  require  for  presbyopia  if  he  were  an  einme- 
trope,  viz.  -f  4 D.  We  therefore  try  him  with  -f  7 D., 
but  these  make  his  eyes  ache ; we  next  try  -f  6‘5  D., 
and  with  these  he  sees  comfortably. 

This  patient,  then,  requires  two  pairs  of  spec- 
tacles,— 

+ 3 D.  for  distiince ; 

+ 6'5  D.  for  reading,  &c. 

Case  18.  Myopia  and  Freshyopia. — Mrs.  C — , mt. 
55,  complains  that  her  eyes  become  tired  at  night; 
she  has  tried  several  pairs  of  spectacles,  but  without 
finding  any  that  exactly  suit  her. 

E.V.3<v-2D.=a. 

L.V.3\-2D.  = f. 

Our  patient  requires,  therefore,  this  correction  for 
distance,  but  she  also  wants  spectacles  for  reading 
and  near  work ; an  emmetrope  of  fifty-five  requires 
presbyopic  glasses  -f  3 D.;  she  is,  however,  a myope 
of  2 D.,  so  we  have  to  deduct  this  from  the  presbyopic 
glass  ( ( -f-  3 D.)  -t-  (—  2 D.)  = -f  1 D.),  and  try  the 
-f  1 D.  for  reading.  With  these  she  is  able  to  read 
the  smallest  type  comfortably ; we  therefore  pre- 
scribe two  pairs  of  spectacles, — 

— 2D.  for  distance ; 

+ 1 D.  for  reading. 

Case  19.  Myopia. — Annie  C — , mt.  9,  was  brought 
because  she  was  unable  to  see  the  black-board  at 
school. 
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R.V.JV-3-5D.  = f 

L.V.^-2-5  D.  = f. 

After  using  atropine — 

Il.V.V>ir-3D.  = a. 

L.V.*-2D.  = §. 

Ordered  spectacles  for  distance  R.  — 3 D.,  L.  — 2 
D.,  witli  directions  to  present  herself  again  in  six 
months,  when,  should  the  myopia  have  increased,  or 
should  the  child  complain  of  asthenopia,  it  may  be 
necessary  to  prescribe  spectacles  for  constant  use. 

Case  20.  Simple  Myopic  Astigmatism. — Thomas 
J — , mt.  20,  sees  rather  badly  both  near  and  distant 
objects. 

K. V. -jL,  not  improved  with  spheres;  with  pin-hole  = f. 

L, V.  not  improved  with  spheres  ; with  pin-hole  = 

After  atropine  had  been  used  for  four  days  retino- 
scopy  gave — 

,-HD.  i-hID. 

R. Em.  L. ! Em. 

R.  + 1 D.  cy.  axis  horiz.= J. 

L.  -I- 1 D.  cy.  axis  horiz.  = f. 

After  the  atropine  has  passed  off — 

R.  — 1 D.  cy.  axis  vert.  = J. 

L.  — 1 D.  cy.  axis  vert.=|. 

This  correction  was  given  for  constant  use. 

Case  21.  Compound  Myopic  Astigmatism. — Miss 
M ^ £et.  13,  has  seemed  short-sighted  for  the  last 
year  or  two.  Mother  and  father  both  have  good 
sight. 


R.V./g-9D.=.5^. 

L.V.,»o-9D.=A. 
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The  pupils  are  large,  so  that  retinoscopy  can  be 
easily  carried  out. 


R.— 


-10  D. 
6 D. 


L.- 


-10  D. 
1 D. 


R.V.  C -® 


— 4 1).  cy.  axis  horiz. 

L.V.  c ~'^  . . =*. 

—3  D.  cy.  axis  honz. 


= and  2 letters  of  /j. 


On  examination  of  the  eyes  -with  the  ophthal- 
moscope the  choroid  is  found  to  be  exceedingly  thin, 
there  is  a large  crescent  in  both  eyes,  and  in  the  right 
are  three  or  four  patches  of  choroiditis,  with  one 
htemorrhage  near  the  macula. 

The  patient  was  ordered  the  full  correction  for 
distance,  and  advised  to  do  no  reading,  writing,  or 
near  work  for  six  months,  then  to  return  for  inspec- 
tion; she  was  also  recommended  to  spend  as  much 
of  her  time  as  possible  in  the  open  air,  and  a mixture 
containing  syrup  of  the  iodide  of  iron  was  pre- 
scribed. 

Case  22.  Concomitant  Squint. — George  W — , aet.  5, 
has  squinted  inwards  for  the  last  three  months.  On 
covering  the  non-squinting  eye  and  directing  the 
little  boy  to  look  at  the  finger  held  a short  distance 
from  him,  the  deviating  eye  immediately  righted 
itself  and  fixed  the  finger,  the  covered  eye  at  the 
same  time  turning  in.  We  prescribed  a solution  of 
sulphate  of  atropine  to  be  applied  to  both  eyes,  aud 
at  the  end  of  a week  the  patient  is  brought  back  : the 
squint  is  now  much  less  apparent,  and  with  retino- 
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scopy  we  find  3‘5  D.  of  liypermetropia  in  each  eye. 
The  direct  examination  gives  the  same  result.  We 
order  our  patient  spectacles  + 2'5  D.  to  be  worn  con- 
stantly. 

Case  23.  Aphakia. — Thomas  B — , aet.  50,  game- 
keeper.  Had  the  right  lens  removed  for  cataract 
nine  months  ago,  and  last  week  the  opaque  capsule 
I’emaining  was  needled. 

R.V.  c -1-  11  D.  = and  with  -f  14  D.  No.  1 of 
the  near  type  was  read  with  comfort;  the  patient 
was  therefore  ordered  the  folloAving  spectacles  : 

+ 11  D.  for  distance; 

+ 14  D.  for  near  work. 

These  were  arranged  in  a reversible  frame,  so  that 
either  glass  could  be  brought  in  front  of  the  right  eye 
as  occasion  required. 
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appendix 

In  the  metrical  system  the  unit  of  length  is  a 
centimetres,  1000  millimetres,  or 
ng  ish  inches ; so  that  1 inch  is  equal  to  24  cen- 
imetres  A lens  of  1 metre  focus  is  called  a dioptre, 
a lens  of  4 a metre  (50  cm.)  is  2 D.,  of  a metre 
(10  cm.),  10  D.,  etc. 

In  the  old  system  the  lenses  were  numbered 
acoordmg  to  their  focal  length  in  inches,  a lens  of 
1-inch  focus  being  the  unit;  a lens  of  2-inch  focus 
was  expressed  by  the  fraction  i,  one  of  10-inch  focus 
w.  and  so  on.  If  we  wish  to  convert  a dioptric 

mrt“or  t.r  'm  ° i-at  measure- 

me.  t of  the  old  system,  we  have  only  to  remember 

Sa  s of  i"d  ™ 

g ass  ot  I D.  ^ in  the  old  system,  2 D.  = -2  — 1 

^ = i,  and  so  on.  ^ 

thJe!  ■“'’1''"  approximately 

the  equivalent  of  each  dioptre  or  part  of  a dioptre  in 
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Hioptrei. 

English  inches. 

French  inches. 

CeiitimetreB. 

•25 

160 

146 

400 

•50 

80 

73 

200 

•75 

52 

50 

130 

1- 

40 

36 

100 

1-25 

31 

29 

77 

1 50 

26 

24 

65 

1-75 

22 

21 

55 

2- 

20 

18 

50 

2-25 

17 

16 

43 

2-50 

16 

15 

40 

2-75 

14 

13 

35 

3- 

13 

12 

33 

3-50 

11 

10 

27 

4- 

10 

9 

25 

4-50 

9 

8 

22 

5- 

8 

7 

20 

5-50 

7 

6i 

17 

G- 

6J 

6 

16 

7- 

6 

5 

15 

8- 

5 

4i 

124 

9- 

4i 

4 

11 

10- 

4 

3J 

10 

11- 

3t 

3i 

9 

12- 

3i 

3 

8 

13- 

3 

2i 

74 

14- 

2i 

24 

7 

15- 

2i 

24 

64 

16- 

2i 

2* 

6 

18- 

2 

64 

20- 

1 

2 

IJ 

5 
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Regulations  for  Candidates  for  Commissions  in  the 

Army 

A candidate  must  be  able  to  read  at  least  witb 
each  eye  separately  without  glasses,  and  this  must 
be  capable  of  correction  with  glasses  up  to  in  one 
eye  and ^ in  the  other;  he  must  also  be  able  to  read 
No.  1 of  the  near  type  with  each  eye  without  the  aid 
of  glasses. 

Squint,  colour-blindness,  or  any  serious  disease  of 
the  eye  renders  the  candidate  ineligible. 

Navy 

A candidate  must  be  able  to  read  f with  each  eye, 
and  the  near  type  at  the  distance  for  which  it  is 
marked,  without  glasses. 

Colour-blindness,  squint,  or  any  disease  of  the  eye 
disqualifies. 

Indian  Civil  Service 

A candidate  must  be  able  to  read  ■§■  with  one  eye 
and  with  the  other,  with  or  without  correcting 
lenses. 

Any  disease  of  the  fundus  renders  the  candidate 
ineligible.  Myopia,  however,  with  a posterior  sta- 
phyloma, may  be  passed  if  the  ametropia  do  not 
exceed  2‘5  D.,  and  the  candidate  has  a visual  acute- 
ness equal  to  that  stated  above. 

Indian  Medical  Service 

The  candidate  must  have  a visual  acuteness  of  -f-in 
one  eye  and  in  the  other.  Hypermetropia  anc 
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myopia  must  not  exceed  5 D.,  and  then  with  the 
proper  correction  the  vision  must  come  up  to  the 
above  standard. 

Astigmatism  does  not  disqualify  a candidate,  pro- 
vided the  combined  spherical  and  cylindrical  glass 
does  not  exceed  5 D.,  and  the  visual  acuteness  equals 
f in  one  eye  and  ^ in  the  other.  Colour-blindness, 
ocular  paralysis,  or  any  active  disease  of  the  fundus 
renders  the  candidate  ineligible. 

A nebula  of  the  cornea  will  not  disqualify  the 
candidate  if  he  is  able  to  read  with  this  eye  and 
with  the  other. 


Public  Worli8 

Candidates  for  the  Departments  of  Public  Works, 
Survey,  Forest,  Telegraph,  Railways,  Factories,  and 
Police  of  India  must  pass  the  following  eyesight  tests. 
If  myopic,  the  defect  must  not  exceed  2’5  D.,  and 
with  this  glass  the  candidate  must  read  in  one  eye 
and  -I  in  the  other. 

If  myopic  astigmatism  is  present,  the  vision  must 
reach  the  above  standard  with  correcting  glasses,  and 
the  combined  spherical  and  cylindrical  glass  must 
not  exceed  2‘5  D. 

In  hypermetropia  and  hypermetropic  astigmatism 
an  error  of  4 D.  is  permissible  privided  that  with  this 
glass  f is  read  with  one  eye,  and  | with  the  other. 

A corneal  nebula  with  vision  of  and  f in  the 
other  eye  will  not  disqualify  the  candidate. 

Colour-blindness,  any  disease  of  the  eye,  or  paralysis 
of  one  of  the  muscles  of  the  globe,  will  disqualify. 
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English  Railways 

There  is,  unfortunately,  no  uniform  standard  for 
our  railways ; each  company  has  its  own  standard,  in 
many  cases  a very  low  one : every  engine  driver 
should  have  at  least  in  each  eye  without  glasses, 
and  normal  colour  vision 
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TEST  TYPES 


No.  1. 


25cm,* 


•I  •»*  aiiKh  In*  HM7  In  *••*•(  (h**f*  «f  Um  oppantn*  vIm  tb*«  mi  f«rtk  IW  i1*»|ii  «f  fnatiin  th« 

|*rtil>M  •tueh  iipusU*  U*  lorliw*  cf  tb*  bfitklor  tro«  Ua«*  ef  «1m  iw)«»  *TlM  nka."  i(  ***  «*•<),  ~m*j 
la  % b*J  tiif liikmM j tad  ft  kJ*  can**  a*;  ba  tk*  cm**  of  *U  (md  B*Al>*bBM-  ObIt  bat  Jmj  *•  y>M*l  o 
A(l  I*  nyvUta  Ik*  preodv*  *t  lb*  etdiat/j  eeurta  a mmt «(  twao*  W*  f*** aj  Ikmt  Jki  b»ao*«  »*  tbo*fhl 
ik»t,  la  lb***  «a*it4  Ik*  U(*  of  * oabjaal  obaotieu*  I*  (b*  niiiwiaial  •«*  aol  Ifaas  raKoaal];  *««iifol  T*t 
iko  U«  of  a t«b)<H  obaoEwM  to  i^  |«*«na(»i  *m  iba  fa*  aon  lacvta  l^o  M viB  b*  if  iki*  B*u*  t*k« 


No.  2.  1 J.  33cm. 


'n»l  Merf  U*  .d.r»'^  »(  U»>  »»i»  Ot  IriJ  i» 

^ ‘'7:°"  " “J  tomha  ct  iunrrt  with  oitu«.  ud  . 

*<“  « -kieh  Ui9  »«  U,,«td  rtlhXir  .bon 

3S'i.  Lk»  r°“  7 ' ' '!  ■ wtomnnitj.  Emj 

ptraultoo  t.  Uk,»  to  P„,„t  .gtoi  ot  P„,„  tn„  tolidting  or  tonhpUttg  them.  Etn,  « J ol  Ihm 


No.  3. 


2 J.,  -50  Sn.t 


50cm. 


r.‘  XTo  ^11,.;?  “t  "?  *7“r‘  The  i.  lh„  .ttettood  up 

the  nation.  In  U»o  trial  of  Fenwick  !t\be ^baT'^f  ^ account  bj  the  great  inquest  of 

Some  hundred,  of  gentlemen  ererr  one  of  whom  h”'l  •'*  ‘I"""  *«curilie.  were  wnuUng. 

™ open,  peefoj^  the  f!n2I.  rUtVX':fdTu^.  Thepfre^t  :7uV"rre::Ai:S: 


* The  number  indicates  the  distance  at  which  the  type  should  be  seen 
by  a normal  eye. 

t Corresponding  Jaeger  and  Snellen  type. 
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No.  4.  5 J.,  -75  Sn.  75cm. 

bj  the  sense  of  responsibilitj ; for  who  was  to  punish  a Parliament  ? They  were 
not  selected,  as  a jury  is  selected,  in  a manner  which  enables  the  culprit  to  exclude 
his  personal  and  political  enemies.  The  arbiters  of  his  fate  came  in  and  went  out 
as  they  chose.  They  heard  a fra^^ent  here  and  there  of  what  was  said  against  him, 


No.  5.  6 J.,  1 Sn.  Im. 

and  a fragment  here  and  there  of  what  was  said  in  his  favour.  During 
the  progress  of  the  bill  they  were  exposed  to  every  species  of  influence. 
One  member  was  threatened  by  the  electors  of  his  borough  with  the 
loss  of  his  seat:  another  might  obtain  a frigate  for  his  brother  from 


No.  6.  8 J.,  1-25  Sn.  r25m. 

Kussell : the  vote  of  a third  might  be  secured  by  the 
caresses  and  burgundy  of  Wharton.  In  the  debates  arts 
were  practised  and  passions  excited  wliich  are  unknown 
to  well-constituted  tribunals,  but  from  which  no  great 


No.  7.  10  J.,  1-5  Sn.  l-5m. 

popular  assembly  divided  into  parties  ever  was  or 
ever  will  be  free.  The  rhetoric  of  one  orator  called 


TEST  TYPES 


265 


No.  8.  12  J.,  2 Sn.  2m. 

forth  loud  cries  of  “ Hear  him.”  Another 
was  coughed  and  scraped  down.  A third 

No.  9.  14  J.  2-5m. 

Spoke  against  time  in  order 
that  his  friends  who  were 

No.  10.  16  J.  3’5m. 

supping  might  come 

No.  11.  5m. 

in  to  divide.  If 

No.  12. 

prominent 
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Abducting  prisms,  45,  240 
Accommodation,  32,  187 
alisolute,  40,  213 
amplitude  of,  37 
at  different  ages,  41 
binocular,  40 
diminution  of,  40, 187 
of  emmetropes,  37 
of  bypermetropes,  38 
of  myopes,  39 
paralysis  of,  195 
produced  by,  33 
range  of,  37 
relative,  40,  50 
spasm  of,  197 

Accommodative  asthenopia,  124,  132,  225 
Acquired  hypermetropia,  128 
Acuteness  of  vision,  29,  55 
in  hypermetropia,  126 
in  myopia,  148 
in  astigmatism,  165 
diminishes  with  age,  187 
Adducting  prism,  46,  240 
Aerial  image,  73,  246 
Alternating  strabismus,  206 
Amblyopia,  211 
Ametropia,  26 

Amplitude  of  accommodation,  37 
of  convergence,  44 
Anderson,  Dr  Tempest,  182 
Angle  a,  41, 123, 145,  201 
■y,  203 

metrical,  of  convergence,  44 
of  deviation,  9 
of  strabismus,  207 
principal,  9 
visual,  29,  56 
Anisometropia,  29, 184 
correction  of,  185 
treatment  of,  185 
Anterior  focal  point,  24 
focus,  10 
Aphakia,  132 

case  of,  256 
test  for,  132 
treatment  of,  133 
Apparent  strabismus,  123,  20 
Appendix,  257 


Army,  regulations  for,  259 
Asthenopia,  124,  23 

accommodative,  124, 132,  225 
muscular,  146,  227 
retinal,  233 
retinal  veins  in,  234 
Astigmatism,  29,  156 
causes  of,  164 

compound  hypermetropic,  161 
compound  myopic,  161 
estimation  oh  167 
irregular,  167 
mixed,  161 

principal  meridians  in,  158,  168 
regular,  156 
shape  of  disc  in,  170 
simple  hypermetropic,  161 
simple  myopic,  161 
symptoms  of,  164 
treatment  of,  174,  237 
Astigmatic  clock-face,  170 
fan,  171 

Asymmetry  of  cornea,  157 
Atropine,  60,  89,  126,  170,  196 
in  astigmatism,  170 
in  myopia,  151 
in  retinoscopy,  89 
in  hypermetropia,  126 
Axial  line,  122, 138 

hypermetropia,  122 
myopia,  138 
Axis,  optic,  201 

principal,  9, 12 
secondary,  12, 15 
visual,  201 


B 

Bar  reading,  221 
Biconcave  lenses,  11,  16,  20,  236 
Biconvex  lenses,  11, 18,  236 
Binocular  accommodation,  40 
vision,  211,  219 

C 

Capsule  of  lens,  34 
Cardinal  points,  23  - 
Cataract,  148, 164 
in  myopia,  148 
Cases,  retinoscopy,  102,  242 
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Cases,  otliers,  243 
Centre  of  motion  of  the  eye.  24 
optical,  12 

Choroid,  thinning  of,  in  myopia,  147 
Ciliary  muscle,  function  of,  34 

in  hypermetropia,  123 
in  myopia,  145 

body,  34 

Civil  Service,  regulations  for,  259 
Cohn, 142 
Cocaine,  90 

Compound  hypermetropicastigmatisrn,  161 
myopic  astigmatism,  161 
system,  points  of,  23 
Concave  lenses,  11,  20,  236 

mirror,  in  retinoscopy,  100 
Concomitant  squint,  200 
Conjugate  focus,  4, 14, 136 
Conjunctiva,  126,  224 
Convergence,  41 

amplitude  of,  44 
insuflBciency  of,  228 
latent,  228 
metrical  angle  of,  44 
punctuni  proximum  of,  44 
punctum  remotum  of,  44 
range  of,  44 
relative,  50 

Convergent  strabismus,  124,  208 
Cone,  66, 144 

of  light,  158 

Convex  lenses,  11,  18,  236 
Cornea,  22 

image  formed  on,  34 
Crescent,  myopic,  146 
Crystalline  lens,  32,  122, 148, 157 
Cylindrical  glasses,  32, 157,  173 

D 

Decentering  lenses,  194,  232 
Detachment  of  retina  m myopia,  148 
Deviation,  angle  of,  9 
primary,  204 
secondary,  204 
Dioptre,  31,  267 
Dioptric  system,  31 
Diplopia,  42,  211 

Direct  ophthalmoscopic  examination,  53, 
73 

Disc,  Placido’s,  181 

shape  of,  in  astigmatism,  172 
Distant  type,  56 

Divergent  strabismus,  146, 208,  215 
Divergence,  appearance  of,  123,  201 
latent,  228 

Donders,  121,  188,  226 

E 

Educational  treatment  of  squint,  217 
Elasticity  of  capsule,  34 
of  lens,  34,  40 

diminution  with  age,  40, 187 
Elongation  of  eyeball  in  myopia,  138 


Emergent  ray,  7 
Emmetropia,  26 

punctum  proximum  in,  28,  35 
punctum  remotum  in,  28,  35 
Erect  image,  63,  73 
Erismann,  142 
Eserine,  197 
Esophoria,  229 
Exercises,  orthoptic,  220 
Exophoria,  229 
Eye,  21 

refracting  media  of,  22 
refracting  surfaces  of,  22 

F 

Face,  asymmetry  of,  in  astigmatism,  53,1 64 
in  hypermetropia,  53, 124 
in  myopia,  53 

Far  point,  see  punctum  remotum,  28, 34 
Focal  length,  31 

interval,  160 
points,  24 
Focus,  anterior,  10 

conjugate,  4, 14, 136 
principal,  3,  6,  9, 14,  24 
Formation  of  images,  17 
by  the  eye,  25 
Fundus,  146 

G 

Glaucoma,  130, 195 
Glasses,  236 

biconcave,  11,  16,  20,  236 
biconvex,  11, 18,  236 
cylindrical,  32,  157,  173 
orthoscopic,  194 
pantoscopic,  240 
prismatic,  240 
spherical,  31 
stenopaic,  157,  240 
tinted,  2^ 

Goggles,  241 

H 

Hereditary  tendency  in  myopia,  141 
Herring’s  drop  test,  222 
Heterophoria,  228 
Homatropine,  90 
Homonymous  images,  214,  230 
Hypermetropia,  26,  59,  102,  117 
absolute,  121 
acquired,  128 
amount  of,  126 
angle  a in,  41,  123, 150,  201 
axial,  122 
causes  of,  121 
diagnosis  of,  126 
estimation  of,  59, 126 
facultative,  121 
latent,  59, 121 
length  of  eyeball  in,  122 
manifest,  59, 121 
original,  128 
relative,  121 
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Hypermetropin,  spectacles  for,  129,  236 
symptoms  of,  124 
tests  for,  126 
treatment  for,  129,  236 
Hypermetropic  astigmatism,  simple,  161 
compound,  161 
Hyperphoria,  229 

I 

Images,  crossed,  64, 230 
formation  of,  17 
homonymous,  64,  214,  230 
in  astigmatism,  77 
in  emmetropia,  7s 
in  bypermetropia,  76 
in  myopia,  77 
on  cornea,  34 
on  lens,  34 
projected,  67 
real,  18 
virtual,  3, 19 

Indian  Services,  regulations  for,  259 
Indirect  oplitlialmoscopic  examination, 
63,  66 

Insufficiency  of  convergence,  228 
test  for,  230 
Internal  recti,  146,  219 
Interval  of  Sturm,  160 
focal,  160 
Inverted  image,  25 

Inverted  ophthalmoscopic  images,  53,  66 
Inversion  of  images  by  lenses,  18 
by  the  eye,  25 
Iris  in  accommodation,  34 
in  hypermeiropia,  123 
in  myopia,  146 
Irregular  astigmatism,  157 

J 

Jackson,  Dr.,  99 

Jaeger,  teat  type,  61 

Javal  and  Schidtz  ophthalmometer,  176 

L 

Lachrymal  apparatus,  126 
Landolt,  154,  221 
Latent  convergence,  228 

deviation  in  neat  vision,  231 
divergence,  229 
hypcrmetropia,  59, 121 
Length  of  eyeball,  22 
focal,  31 

in  bypermetropia,  122 
in  myopia,  138 

Lens,  crystalline,  34, 122,  148,  157 
Lenses,  11,  31,  236,  267 

biconcave,  11,  16,  20,  236 
biconvex,  11, 18,  236 
conjugate  focus,  4, 14, 136 
converging,  12 
cylindrical,  82, 167,  171 
decentred,  194,  232 


Lenses,  diverging,  12 
foci  of,  14,  16 
images  formed  by,  17, 19 
influence  of,  on  the  size  of  the 
image,  237 
orthoscopic,  191 
principal  focus,  6, 14,  24 
refraction  by,  11 
spherical,  31 
table  for  presbyopia,  191 
Light,  artificial,  82, 148 
Long  sight,  see  presbyopia,  28, 187 

M 

Macula,  29,  55, 147 
Maddock’s  rod  test,  46,  228 
Manifest  bypermetropia,  69, 121 
Medium,  refraction  by,  7 
Meniscus,  11 
Metrical  angle,  41 

system  of  lenses,  31, 257 
Mierophllialmos,  123 
Mirror,  concave,  for  retinoscopy,  100 
plane,  for  retinoscopy,  M 
reflection  by  a plane,  2 
from  a concave,  3 
from  a convex,  6 
Mixed  astigmatism,  161 
Monolateral  strabismus,  206 
Movements  of  mirror  in  retinoscopy,  85 
Muscie  volitantes,  145 
Muscle,  ciliary,  34,  123,  145 
iris,  34, 123, 146 
Muscular  asthenopia,  146,  227 
Myopia,  27, 134 
axial,  138 
causes  of,  138 
determining  causes,  141 
diagnosis  of,  148 
estimation  of  degree,  148 
formation  of  image  in,  136 
length  of  eyeball  in,  138 
ophthalmoscopic  appearances  in, 
146 

posterior  staphyloma  in,  138 
progressive,  135 
stationary,  153 
statistics  in,  142 
symptoms  of,  144 
treatment  for,  150 
Myopic  astigmatism,  161 
crescent,  146 


N 

Nagel  on  convergence,  42 
Navy,  regulations  for,  259 
Near  point  (punctum  proiimum),  28,  35 
Negative,  angle  a,  203 
Nerve,  optic,  in  bypermetropia,  124 
in  myopia,  147 
Nodal  points,  24 
Nordenson,  statistics  of,  178 
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O 

Objective  examiuation,  53 
Operative  treatment  of  squint,  219 
Optics,  Cliap.  I 
Optic  axis,  201 

disc  in  myopia,  147 
nerve  in  hypermetropia,  124 
in  myopia,  147 
Optical  centre,  12 
Ophthalmo-dynamoraetcr,  47 
Ophthalmoiogical  Congress,  31 
Ophthalmometer  of  Javal  and  Schiotz,  176 
Ophtlialmoscope,  53,  66 

direct  examination,  66,  73 
indirect  examination,  66 
Ophthalmoscopic  appearances,  146 
Optometer  of  Tweedy,  178 
wire,  35 

Original  hypermetropia,  128 
Orthoptic  exercises,  220 
Ortlioscopic  lenses,  194 


P 

Paralysis  of  accommodation,  195 
causes  of,  196 
treatment  of,  196 
Pantoscopic  spectacles,  240 
Perimeter,  207 
Periodic  strabismus,  206 
Pin-hole  test,  54 
Placido*s  disc,  181 
Plane  mirror,  84 
Poiuts,  cardinal,  23 
nodal,  23 
principal,  23 
Position  in  myopia,  160 
Posterior  staphyloma,  138 
Pray,  test  letters  of,  168 
Presbyopia,  28, 187 

age  at  wliich  it  commences,  189 
definition  of,  188 
glasses  for,  134, 190 
symptoms  of,  190 
table  for,  191 
treatment  of,  190 
Principal  angle,  9 

focus,  3,  6,  9, 14,  24 
points,  24 

Prismatic  spectacles,  240 
Prisms,  8,  42,  240 

abducting,  45,  240 
adducting,  46,  240 
to  test  convergence,  42 
Prismospheres,  232 
Progressive  myopia,  136 
Protectors,  236 

Pul)lic  works,  regulations  for,  260 
Punctum  proximum,  28, 36 

in  emmetropia,  35 
in  hypermetropia,  38 
in  myopia,  39, 137 
remotum,  28,  34,  137 


Punctum  remotum— 

in  emmetropia,  34 
in  hypermetropia,  8 
in  myopia,  137 
Pupil  in  accommodation,  34 
in  hypermetropia,  123 
in  myopia,  146 

R 

Railways,  regulations  for,  260 
Range  of  accommodation,  37 
convergence,  44 
Rays,  1 

incident,  7 
emergent,  7 

Recti,  internal,  146,  219 
Refiection,  2 

by  concave  surface,  3 
by  convex  surface,  6 
by  plane  surface,  2 
Refraction,  6,  22 

diminution  of,  128,  146 
estimation  of,  52 
index  of  7 
by  lenses,  11 
by  plane  surface,  6 
by  prisms,  8 
by  spherical  surface,  9 
by  the  eye,  22 
Regulations  for  army,  259 
for  civil  service,  259 
for  navy,  259 
Regular  astigmatism,  156 
Relative  accommodation,  40,  50 
convergence,  60 
Remotum  punctum,  28,  34, 137 
in  emmetropia,  34 
in  hypermetr^ia,  38 
in  myopia,  13v 
Retina,  21,  25, 147 
Retinal  asthenopia,  233 
Retinal  image,  size  of,  in  hypermetropia, 
68 

in  myopia,  69 
Retinoscopy,  62,  66,  82 
cases  of,  102 
in  astigmatism,  97,  173 
in  hypermetropia,  128 
in  myopia,  149 
mirror  for,  82 
oblique  movements  in,  95 
plane  mirror  in,  84 
rate  of  movement  in,  93 
Rods  and  cones,  56, 144 
Rod  test,  46,  228 

S 

Scale  for  testing  deviation,  231 
Scheffler,  194 
Sciieiner,  36,  64 
Scotomata,  144 

Secondary  changes  in  myopia,  147 
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Shadowa  in  retinoacopy,  82 
Shadow  teat,  82 
Short  aiglit  (myopia),  27, 134 
Snellen,  B6 

Spaam  of  accommodation,  197 
canaea  of,  198 
aymptoma  of,  198 
treatment  for,  199 
Spectaclea  (aee  also  glasses),  236 
for  aphakia,  133 
for  astigmatism,  174,  237 
for  hypermetropia,  129,  236 
for  myopia,  1B2,  236 
for  presbyopia,  190 
for  strabismus,  217 

Simple  hypermetropic  astigmatism,  161 
myopic  asiigraatism,  161 
Squint,  see  strabismus,  200 
Staphyloma,  posterior,  138 
Stationary  myopia,  1B3 
Statistics  in  myopia,  147 
Stenopaic  slit,  181 

glasses,  1B7,  240 
Stereoscope,  220 
Strabismometer,  206 
Strabismus,  200 

alternating,  206 
angle  of,  207 
apparent,  200 
concomitant,  20B 
constant,  206 
convergent,  124,  208 
divergent,  146,  208,  21B 
monoTateral,  206 
paralytic,  200 
periodic,  206 
real,  200 
treatment  of,  217 
Sturm,  interval  of,  160 
Surfaces,  refracting,  of  the  eye,  22 
Symptoms  of  asthenopia,  226 
astigmatism,  164 
hypermetropia,  124 
myopia,  144 
presbyopia,  190 


Table  for  presbyopia,  191 

of  amplitude  of  accommodation,  41 
of  angles  of  convergence,  48 
of  inches  and  dioptres,  2B8 
of  length  of  axial  line  in  Iiyperme- 
tropia,  122 
in  myopia,  138 
Tenotomy,  219 
Teat  for  aphakia,  132 
clock-face,  170 
fan,  171 

letters,  Fray’s,  168 
pin-hole,  B4 

types,  for  near  vision,  263 
Jaeger,  61 
Snellen,  B6 

Treatment  of  asthenopia,  226,  232,  23S 
astigmatism,  174,  237 
hypermetropia,  129,  236 
myopia,  IBO,  236 
paralysis  of  accommodation,  193 
presbyopia,  190 
spasm  of  accommodation,  199 
strabismus,  217 
Tweedy’s  optometer,  178 


V 

Virtual  focus,  S 

images,  3, 17 

Vision,  acuteness  of,  29,  B4 
binocular,  211,  219 
in  astigmatism,  16B 
in  hypermetropia,  126 
in  myopia,  148 
Visual  angle,  29,  B6 
axis,  201 
Vitreous,  148 

Y 

Yellow  spot,  29,  BB,  147 
Young,  1B7 
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in  Morbid  Anatomy,  Owens  College,  Manchester.  With  126  Illus- 
trations, fcap.  8vo,  pegamoid,  4s.  6d. 

A Manual  of  Antenatal  Pathology  and  Hy- 
giene. The  Foetus.  By  J.  W.  Ballantyne,  M.D..  F.K.C.P.B.,  F.K.S. 
Bdin.,  Lecturer  on  Antenatal  Pathology  and  Teratology  in  the 
University  of  Edinburgh.  With  69  Illustrations  (11  coloured),  roy. 
8vo,  20s.  net. 

The  Human  Brain:  Histological  and  Coarse 

Methods  of  Research.  By  W.  Bkvan  Lewis,  L.R.C.P.  Lond.  8vo, 
with  Wood  Engravings  and  Photographs,  8s. 
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m University  College,  London.  Sixth  Edition,  with  321  Illustra- 
tions,_  8vo,  12s.  6d. 

Essentials  of  Human  Physiology  for  Medical 

Students.  By  D.  NoiSL  Patoit,  M.D.,  B.So.,  Lecturer  on  Physiology, 
School  of  Medicine  of  the  Royal  Colleges,  Edinburgh.  With  110 
Illustrationi.  8vo.,  128.  net.  si-** 

Practical  Physiological  Chemistry.  By  J.  A. 

Demonstrator  of  Physiology,  Queen’s  College  Belfast 

Elementary  Practical  Physiology,  including 

Bir™°®1&’  anrt  Experimental  Physiology.  By  dk  Burgh 

^IRCH,  M.lJ.,  F.R.S.B.,  Professor  of  Phyeioloffy  in  the  Yorkshire 
Svol^tis*  tid  University.  With  62  Engravings.  Cro^wn 

Practical  Lessons  in  Elementary  Biology  for 

Junior  Students.  By  Peyton  T.  B.  Beale,  F.H.C.S.,  Lecturer  on 
Elementary  Biology  and  Demonstrator  in  Physiology  in  King" 
College,  London.  Crown  8vo,  3s.  6d.  ^ 

Medical  Jurisprudence:  its  Principles  and 

Practice.  ^ Alfr^  S.  Taylor,  M.D.,  F.R.C.P.,  F.H.S.  Fourth 
Edition,  by  Thomas  Stevenson,  M.D.,  F.R.C.P.,  Lecturer  on  M^cal 
“ Hospital.  2 vols.  8vo,  with  189  Engravings, 

Lectures  on  Medical  Jurisprudence  and  Toxi- 
The  Theory  and  Practice  of  Hygiene.  fNotter 

tho  Notter,  M.D.,  late  Professor  of  Hygiene  in 
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A Handbook  of  Hygiene  and  Sanitary  Science 

By  Geo.  Wilson,  M.A.,  MD  LL  D npu 
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8vo,  with  Engravings,  12s.  6d.  * Eighth  Edition.  Post 
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A.  Simple  Method  of  Water  Analysis,  especially 

enlarged.  Fcap.  8vo,  2s.  6d. 

By  the  same  Author. 

The  Examination  of  Waters  and 
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Elements  of  Health : an 
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By  the  same  Author.  _ 

Serum  Therapy,  Bacterial  Therapeutics,  an 
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Clinical  Diagnostic  Bacter  ^ ^ ^ 

Serum-  and  Cyto-dinguosis.  By  Al.i  RU>  i-- 
F.ii.S.E.  With  2 Coloured  Plate^Sv^^ 

An  Introduction  horrocks,  m.b..  b.sc.,  Bond., 
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: an 

Lessons  in  Disinfection  Experiments.  By  f.  w. 
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Mental  Diseases:  Clinical  Lectures.  By  T.  S. 

Clouston,  M.D.,  F.K.C.P.  Edin.,  Lecturer  on  Mental  Diseases  in  the 
University  of  Edinburgh.  Sixth  Edition.  Cr.  8vo,  with  30  Plates, 
14s.  net. 

The  Insane  and  the  Law  : a Plain  Guide  for 

Medical  Men,  Solicitors,  and  Others.  By  Q.  Pitt-Lkwis,  K.O., 
R.  Pkrcv  Smith,  M.D.,  F.R.C.P.,  and  J.  A.  Hawke,  B.A.,  Bar- 
rister-at-Law.  8vo,  14s. 

A Dictionary  of  Psychological  Medicine,  giving 

the  Definition,  Etymoiogy,  and  Synonyms  of  the  Terras  used  in 
Medical  Psychology ; with  the  Symptoms,  Treatment,  and  Patho- 
logy of  Insanity ; and  The  Law  of  Lunacy  in  Great  Britain  and 
Ireland.  Edited  by  D.  Hack  Tukk,  M.D.,  LL.D.,  assisted  by 
nearly  130  Contributors,  British,  Continental  and  American.  2 vols., 
1,500  pages,  royal  8vo,  Illustrated,  42s. 

The  Force  of  Mind:  or,  the  Mental  Factor 

in  Medicine.  By  Alfred  T.  Schofield,  M.D.,  Hon.  Physician  to 
Friedenheim  Hospitai.  Second  ISdition.  Crown  8vo,  5s.  net. 

By  ih»  same  Author. 

Unconscious  Therapeutics ; or.  The  Person- 

ality  of  the  Physician.  Crown  8vo,  5s.  net. 

The  Mental  Affections  of  Children : Idiocy, 

Imbecility,  and  Insanity.  By  Wm.  W.  Ireland,  M.D.  Edin., 
formerly  Medical  Superintendent  of  the  Scottish  Institution  tor  the 
Education  of  Imbecile  Children.  Second  Edition.  With  21  Plates, 
8vo,  14s. 

The  Journal  of  Mental  Science.  Published 

Quarterly,  by  Authority  of  the  Medico-Psychologieal  Association. 
8vo,  5s. 

Manual  of  Midwifery,  including  all  that  is 

likely  to  be  required  by  Students  and  Practitioners.  By  Alfred  L. 
Galabin,  M.A.t  M.D.,  F.R.C.P.,  Consulting  Obstetric  Physician 
to  Guy's  Hospital.  Sixth  Edition,  Post  8vo,  with  329  Encraviners. 
14s.  net. 

The  Practice  of  Midwifery : a Guide  for  Prac- 
titioners and  Students.  By  D.  Lloyd  Roberts,  M.D.,  F.R.C.P., 
Lecturer  on  Clinical  Midwifery  and  Diseases  of  Women  at  the  Owens 
Coilege ; Consulting  Obstetric  Physician  to  the  Manchester  Royal 
Infirmary.  Fourth  Edition.  Fcap.  8vo,  with  Coloured  Plates  and 
Wood  (226)  Engravings,  lOs.  6d. 

Obstetric  Aphorisms : for  the  Use  of  Students 

commencing  Midwifery  Practice.  By  Joseph  G.  Swayne,  M D 
Lecturer  on  Midwifery  in  the  Bristol  Medical  School.  Tenth  Edition. 
Fcap.  8vo,  with  20  Engravings  3s.  6d. 
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Essentials  of  Obstetrics.  By  J.  W.  Ballantyne, 

M.D.,  F.K.C.P.K.,  F.U.S.E.,  Lectiirei'  on  Mitlwifory  and  Diseases  of 
Women  and  Children  in  Surgeons'  Hall,  and  in  the  Medical  College 
for  Women,  Edinburgh  ; Examiner  in  Midwifery  in  the  University  of 
Edinburgh.  5s.  net. 

A Short  Practice  of  Midwifery,  embodying  the 

Treatment  adopted  in  the  Rotunda  Hospital,  Dublin.  By  Henry 
Jkllktt,  M.D.,  B.A.O.  Dub.,  Ex-Assistant  Master,  Rotunda  Hospital. 
Fourth  Edition.  With  152  Illustrations.  Crown  8vo,  8s.  6d. 


By  the  same  Author. 

A Short  Practice  of  Midwifery  for  Nurses. 

With  67  Illustrations,  crown  8vo,  6s. 

Lectures  on  Obstetric  Operations : including 

the  Treatment  of  Haemorrhage,  and  forming  a Guide  to  the  Manage- 
ment of  Difficult  Labour.  By  Robert  Barnes,  M.D.,  P.R.C.P., 
Consulting  Obstetric  Physician  to  St.  George’s  Hospital.  Fourth 
Edition.  8vo,  with  121  Engravings,  12s.  6d 


By  the  same  Author. 

A Clinical  History  of  Medical  and  Surgical 

Diseases  of  Women.  Second  Edition.  8vo,  with  181  Engravings,  28s. 

Outlines  of  Gynaecological  Pathology  and 

Morbid  Anatomy.  By  C.  Hubert  Roberts,  M.D.  Lond.,  Physician 
to  the  Samaritan  Free  Hospital  for  Women,  With  161  Illustrations, 
8vo,  21s. 

Diseases  of  Women.  By  Alfred  L.  Galabin, 

M.A.,  M.D.,  F.R.O.P.,  Consulting  Obstetric  Physician  to  Guy's 
Hospital.  Sixth  Edition.  8vo,  with  284  Engravings,  16s.  net 

A Short  Practice  of  Gynaecology.  By  Henry 

Jkllett,  M.D.,  B.A.O.  Dub.,  Ex-Assistant  Master,  Rotunda 
Hospital,  Dublin,  Second  Edition.  With 225  Illustrations.  8vo,  10s.6d. 

Manual  of  the  Diseases  peculiar  to  Women. 

By  James  Oliver,  M.D.,  F.R.S.B.,  M.R.C.P.,  Physician  to  the 
Hospital  for  Diseases  of  Women,  London.  Fcap.  8vo,  3s.  6d. 


By  the  same  Author. 

Abdominal  Tumours  and  Abdominal  Dropsy 

in  Women.  Crown  8vo,  7s.  6d. 

Sterility.  By  Robert  Bell,  M.D.,  F.F.P.  & S.  Glasg., 

Senior  Physician  to  the  Glasgow  Hospital  for  Diseases  peculiar  to 
Women.  8vo,  5s.  • • u 

Nursing,  General,  Medical,  and  Surgical,  wim 

Appendix  on  Sickroom  Cookery.  By  WipRKD  J.  Hadley,  M.D., 
F.R.C.P.,  Physician  to  the  London  Hospital.  Crown  8vo,  3s.  6d. 
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A Short  Manual  for  Monthly  Nurses. 

By  Charles  J.  Cullingworth,  M.D.,  P.R.C.P.,  Obstetric  Physician 
to  St.  Thomas’s  Hospital.  Revised  by  the  Author,  with  the  assistance 
of  M.  A.  Atkinson,  Matron  of  the  General  Lying-in  Hospital,  Lam- 
beth. Fifth  Edition.  Fcap.  8vo,  Is.  6d. 

Lectures  on  Medicine  to  Nurses.  By  Herbert 

B.  Cuff,  M.D.,  F.R.C.S.,  Medical  Superintendent,  North  Eastern 
Fever  Hospital,  London.  Fourth  Edition.  With  29  Illustrations. 
Crown  8vo,  3s.  8d. 

Antiseptic  Principles  for  Nurses.  By  C.  E. 

Richmond,  F.R.C.S.  Fcap.  8vo,  Is. 

A Practical  Treatise  on  Disease  in  Children. 

By  Eustace  Smith,  M.D.,  F.R.C.P.,  Physician  to  the  King  of  the 
Belgians,  and  to  the  East  London  Hospital  for  Children,  etc.  Second 
Edition.  8vo,  22s. 

By  the  same  Author. 

Clinical  Studies  of  Disease  in  Children. 

Second  Edition.  Post  8vo,  7s.  6d. 
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The  Wasting  Diseases  of  Infants  and 

Children.  Sixth  (cheap)  Edition.  Post  8vo,  6s. 

The  Diseases  of  Children.  By  James  F. 

Qoodhart,  M.D.,  F.R.C.P.  Seventh  Edition,  with  the  assistance  of 
G.  F.  Still,  M.D.,  F.R.C.P.,  Assistant  Physician  to  the  Hospital 
for  Sick  Children,  Great  Ormond  Street.  8vo,  12s.  6d.  net. 

On  the  Natural  and  Artificial  Methods  of  Feed- 
ing Infants  and  Young  Children.  By  Edmund  Cautlhy,  M.D., 
Physician  to  the  Belgrave  Hospital  for  Children.  Second  Edition. 
Crown  8vo,  7s.  6d. 

Materia  Medica,  Pharmacy,  Pharmacology, 

and  Therapeutics.  By  W.  Hale  White,  M.D.,  F.R.C.P.,  Physician 
to,  and  Lecturer  on  Medicine  at,  Guy’s  Hospital.  Eighth  Edition, 
based  upon  the  B.P.  of  1898  and  the  Indian  and  Colonial  Addendum 
Fcap.  8vo,  7s.  6d. 

Southall’s  Organic  Materia  Medica.  Sixth 

Edition,  adapted  to  the  B.P.  of  1898.  Edited  by  John  Barclay, 
B.So.  Lond.  Crown  8vo,  7s.  6d. 
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An  Introduction  to  the  Study  of  Materia 

Mediea,  designed  for  Students  of  Pharmacy  and  Medicine.  By 
Henry  G.  Greenish,  P.I.C.,  P.L.S.,  Professor  of  Pharmaceutics  to 
the  Pharmaceutical  Society.  With  213  Illustrations,  8vo,  15s. 

By  the  same  Author. 

The  Microscopical  Examination  of  Foods  and 

Drugs,  in  the  Mntire,  Crushed,  and  Powdered  States.  With  168 
Illustrations,  8vo,  10s.  6d.  net. 

Also,  with  Mr.  Eugene  Collin, 

An  Anatomical  Atlas  of  Vegetable  Powders 

Desired  as  an  Aid  to  the  Microscopic  Analysis  of  Powdered  Pooiis 
and  Drugs.  With  138  Illustrations.  4to,  12s.  6d.  net. 

Practical  Pharmacy : an  Account  of  the 

Methods  of  Manufacturing  and  Dispensing  Pharmaceutical  Prepara- 
tions ; with  a chapter  on  the  Analysis  of  Urine.  By  B.  W.  Lucas, 
F.C.S.,  Examiner  at  the  Pharmaceutical  Society.  With  283  Illustra- 
tions. Boy.  8yo,  12s.  6d. 

Galenic  Pharmacy ; a Practical  Handbook  to 

the  Processes  of  the  British  Pharmacopoeia,  By  R.  A Cripps,  M.P.S. 
8vo,  with  76  Engravings,  8s.  6d. 

Practical  Pharmacy.  By  Barnard  S.  Proctor. 

Third  Edition.  8vo,  withBngravingsandFac-similePrescriptions,14s. 

The  Galenical  Preparations  of  the  British 

Pharmacopoeia  ; a Handbook  for  Medical  and  Pharmaceutical  Students. 
By  C.  O.  Hawthorne,  M.D.,  C.M.  8vo,  4s.  6d. 

The  Pharmaceutical  Formulary  ; a Synopsis 

of  the  British  and  Foreign  Pharmacopoeias.  By  Henry  Beasley. 
Twelfth  Edition  by  J.  Oldham  Braithwaite  18mo,  6s.  6d. 

By  the  same  Author, 

The  Druggist’s  General  Receipt-Book.  Tenth 

Edition.  18mo,  6s.  6d. 

The  Book  of  Prescriptions  ; containing  upwards 

of  3,000  Prescriptions  collected  from  the  Practice  of  the  most  eminent 
Physicians  and  Surgeons,  English  and  Foreign.  Seventh  Edition, 
18mo,  6s.  6d. 

A Companion  to  the  British  Pharmacopoeia. 

By  Peter  Wyatt  Squire,  F.L.S.,  F.C.S.  Seventeenth  Edition.  8vo, 
By  the  same  Author. 

Pocket  Companion  to  the  British  Pharma- 

copada.  Fcap.  8vo,  leather,  7s.  6d.  net. 

A /so. 

The  Pharmacopoeias  of  thirty  of  the  London 

Hospitals,  arranged  in  Groups  for  Comparison.  Seventh  Edition. 
Fcap.  8vo,  6s. 
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Climate  and  Fevers  of  India,  with  a Series 

of  Cases  (Croonian  Lectures,  1882).  By  Sir  Joseph  Payrkk,  Bart., 
K.G.S.I.,  M.D.  8vo,  with  17  Temperature  Charts,  12s. 

The  Malarial  Fevers  of  British  Malaya.  By 

Hamilton  Wright,  M.D.  (McGill),  Director  of  the  Institute  for 
Medical  Hesearoh,  Federated  Malay  States.  With  Map  and  Charts. 
Koyal  8vo,  3s.  net. 

By  the  same  Author. 

The  Etiology  and  Pathology  of  Beriberi. 

With  Map  and  Charts.  Roy.  8vo,  3s.  net. 

Beri-beri  : its  Symptoms  and  Symptomatic 

Treatment.  An  Essay  printed  hy  the  Board  of  Trinity  Coliege,  Dublin, 
for  [the  Author.  By  Percy  N.  Gerhard,  M.D.,  District  Surgeon, 
Federated  Malay  States  Civil  Service,  8vo,  2s.  6d.  net. 

By  the  same  Author. 

Extracts  from  the  above.  Crown  8vo,  Is.  6d.  net. 
A Manual  of  Family  Medicine  and  Hygiene 

for  India.  Published  under  the  Authority  of  the  Government  of 
India.  By  Sir  William  J.  Moork,  K.C.I.B.,  M.D.  Seventh  Edition 
revised  by  Major  J.  H.  Tull  Walsh,  I.M.S.  Post  8vo,  with  70 
Engravings,  12s. 

By  the  same  Author. 

A Manual  of  the  Diseases  of  India  : with  a 

Compendium  of  Diseases  generally.  Second  Edition.  Post  8vo, 
10s. 

The  Prevention  of  Disease  in  Tropical  and 

Sub-Tropical  Campaigns.  (Parkes  Memorial  Prize  for  1886.)  By 
Lieut.-Col.  Andrew  Duncan,  M.D.,  B.S.  Bond.,  F.H.C.S.,  H.M. 
Indian  Medical  Service.  8vo,  12s.  6d. 

A Text-Book  of  Medicine.  Begun  by  the  late 

C.  Hilton  Faqqk,  M.D. ; completed  and  re-written  by  P.  H. 
Pi'k-Smith,  M.D.,  F.K.S.  Fourth  Edition,  2 vols.  royal  8vo,  42s. 

Manual  of  the  Practice  of  Medicine.  By 

Frederick  Taydor,  M.D.,  P.E.C.P.,  Physician  to,  and  Lecturer 
on  Medicine  at,  Guy’s  Hospital.  Seventh  Edition.  Post  8vo,  with 
Bngravings,  15s.  net. 
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A System  of  Clinical  Medicine  for  Practi- 
tioners and  Students,  giving  an  account  of  the  Diagnosis,  Prognosis, 
and  Treatment  of  Disease.  By  Thos.  D.  Savill,  M.D.,  M.K.C.P.  In 
2 vols„  post  8vo,  with  4 Coloured  Plates,  and  200  Figures  in  the 
Text. 

VoL.  I. — Local  Diseases  and  Pyrexial  Dis- 

orders. 12s.  6d.  net. 

VoL.  II.— Diseases  of  the  Skin,  the  Nervous 

S3’stem,  etc.  (ahorlly). 

A Dictionary  of  Practical  Medicine.  By 

various  writers.  Edited  by  Jab.  Kingston  Fowler,  M.A.,  M.D. 
F.E.C.P.,  Physician  to  Middlesex  Hospital  and  the  Hospital  for  Con- 
sumption. 8vo,  cloth,  21s. 

The  Practice  of  Medicine.  By  M,  Charteris, 

M.D.,  Professor  of  Therapeutics  and  Materia  Medica  in  the  Uni- 
versity of  Glasgow.  Eighth  Edition.  Edited  by  F.  J.  Charteris, 
M.B.,  Ch.  B.  Crown  8vo,  with  Engravings  on  Copper  and  Wood,  10s. 

A Text-Book  of  Bacteriology  for  Students  and 

Practitioners  of  Medicine.  By  G.  M.  Sternberg,  M.D.,  Surgeon- 
General,  U.S.  Army.  Second  Edition.  With  9 Plates  and  198  Figures 
in  the  Text.  8vo,  26a. 


How  to  Examine  the  Chest:  a Practical 

Guide  for  the  use  of  Students.  By  Samuel  West,  M.D.,  F.R.C.P., 
Physician  to  St.  Bartholomew’s  Hospital.  Third  Edition.  With  46* 
Engravings.  Fcap.  8vo,  6s. 


Atlas  of  the  Pathological  Anatomy  of  the  Lungs. 

By  the  late  Wilson  Fox,  M.D.,  F.R.S.  With  45  Plates  (mostly 
Coloured)  and  Engravings.  4to,  half-bound  in  Calf,  70s.  net. 

By  the  same  Author. 


A Treatise  on  Diseases  of  the  Lungs  and 

Pleura.  Edited  by  Sidney  Coupland,  M.D.,  F.R.O.P.,  Physician  to 
Middlesex  Hospital.  Roy.  8vo,  with  Engravings ; also  Portrait  and 
Memoir  of  the  Author,  36s.  net. 


Reports.  By  the  Medical  and 

Surgical  Staff.  Vol.  XLIII.  Third  Series.  8vo,  10s.  6d. 

St.  Thomas’s  Hospital  Reports.  By  the  Medical 

and  Surgical  Staff.  Vol.  XXXI.  New  Series.  8vo.  8s.  6d. 
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Text-Book  of  Medical  Treatment  (Diseases 

and  Symptoms).  By  Nkstor  I.  C.  Tirard,  M.D.,  F.R.C.P.,  Pro- 
fessor of  the  Principles  and  Practice  of  Medicine,  King’s  College, 
London.  8vo,  15s. 

Student’s  Guide  to  Medical  Diagnosis.  By 

Samuel  Fenwick,  M.D.,  F.R.O.P.,  and  W.  Soltau  Fenwick,  M.D., 
B.S.  Ninth  Edition.  Crown  8vo,  with  139  Engravings,  9s. 

By  the  same  Authors. 

Outlines  of  Medical  Treatment.  Fourth  Edition. 

Crown  8vo,  with  35  Engravings,  10s. 

Also, 

Ulcer  of  the  Stomach  and  Duodenum.  With 

55  Illustrations.  Roy.  8vo,  lOs.  6d. 

Also. 

Cancer  and  other  Tumours  of  the  Stomach. 

With  70  Illustrations,  royal  8vo,  10s.  6d. 

On  Syphonage  and  Hydraulic  Pressure  in  the 

Large  IntesHnn,  with  their  Bearing  upon  the  Treatment  of  Constipa- 
tion, Appendicitis,  etc.  By  Hai,ph  Winnington  Leftwich,  M.D. 
Crown  8vo,  3s.  net. 

The  Schott  Methods  of  the  Treatment  of 

Chronic  Diseases  of  the  Heart,  with  an  account  of  the  Nauheim  Baths, 
and  of  the  Therapeutic  Exercises.  By  W.  Bezly  Thorne,  M.D., 
M.K.C.P.  Fourth  Edition.  8vo,  with  Illustrations,  6s. 

The  Liver.  By  Lionel  S.  Beale,  M.B.,  F.R.S., 

Consulting  Physician  to  King’s  College  Hospital  With  24  Plates 
(86  Figures) , 8vo,  6s. 

By  the  same  Author. 

On  Slight  Ailments  : and  on  Treating  Disease. 

Fourth  Edition.  8vo,  5s. 

The  Blood : how  to  Examine  and  Diagnose 

its  Diseases.  By  Axfrkd  C.  Coles,  M.D.,  D.Sc.,  F.R.S.  Bdin. 
Second  Edition.  With  6 Coloured  Plates.  8vo,  lOs.  6d. 

The  Physiology  of  the  Carbohydrates ; their 

Application  as  Food  and  Relation  to  Diabetes.  By  F.  W.  Pavy',  M.D., 
LL.D.,  F.R.S. , F.R.C.P.,  Consulting  Physician  to  Guy’s  Hospital. 
Royal  8vo,  with  Plates  and  Engravings,  10s.  6d. 
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Uric  Acid  as  a Factor  in  the  Causation  of 

Disease.  By  Axeiandkr  Haig,  M.D.,  F.H.O.P.  Physician  to  the 
Metropolitan  Hospital  and  the  Eoyal  Hospital  for  Children  and 
Women.  Sixth  Edition.  8vo,  with  75  Illustrations,  15s. 

By  the  same  Author, 

Uric  Acid,  an  Epitome  of  the  Subject. 

bvo,  2s.  6d.  net. 

Arhythmia  of  the  Heart,  a Physiological  a'nd 

Clinical  Study.  By  Dr.  K.  P.  Wenckebach,  Professor  of  Medicine, 
Groningen.  Translated  by  Tho.mas  Snowball,  M.A.,  M.D.  Illustrated. 
Koy.  8vo,  12s.  net. 

Bronchial  Asthma  : its  Pathology  and  Treat- 

ment.  By  J.  B.  Berkart,  M.D.,  late  Physician  to  the  City  of 
London  Hospital  for  Diseases  of  the  Chest.  Second  Edition,  with  7 
Plates  (35  Figures).  8vo,  10s.  6d. 

Medical  Ophthalmoscopy:  a Manual  and  Atlas. 

By  Sir  William  R.  Gowers,  M.D.,  P.E.C.P.,  F.R.S.  Fourth  Edition. 
Edited  with  the  assistance  of  Marcus  Gunn,  M.B.,  F.R.C.S.,  Surgeon 
to  the  Royal  London  Ophthalmic  Hospital.  With  Autotype  Pktes 
and  Woodcuts.  8vo,  Hs.  net. 

By  the  same  Author. 

A Manual  of  Diseases  of  the  Nervous  System. 
Vol.  L— Nerves  and  Spinal  Cord.  Third 

Edition,  by  the  Author  and  James  Taylor,  M.D.,  P.R.O.P 
Roy.  8vo,  with  192  Engravings,  15s. 

VoL.  II, — Brain  and  Cranial  Nerves  : General 

^d  Functional  Diseases  of  the  Nervous  System.  Second  Edition. 
Roy.  8vo,  with  182  Engravings,  20s. 

— , Also. 

Clinical  Lectures  on  Diseases  of  the  Nervous 

System.  8vo  7s.  6d. 

. Also. 

Subjective  Sensations  of  Sight  and  Sound, 

^iotrophy,  and  other  Lectures  on  Diseases  of  the  Nervous  System. 
With  18  Iliustrations.  8vo,  6s.  ret. 

_ -1 

Epilepsy  and  other  Chronic  Convulsive 

^o* lOs*  6d Causes,  Symptoms,  and  Treatment.  Second  Edition. 

TN-  • r 

Diseases  of  the  Brain.  Second 

Edition.  8vo,  with  Engravings,  7s.  6d. 
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Syphilis  and  the  Nervous  System:  being  a 
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The  Nervous  System,  Diseases  of.  By  J.  A. 

Okmbkod,  M.D.,  F.R.O.P.,  Physician  to  the  National  Hospital  for  the 
Paralysed  and  Epileptic.  With  66  Illustrations.  Fcap.  8vo,  8s.  6d, 

Text-Book  of  Nervous  Diseases  for  Students 

, and  Practitioners  of  Medicine.  By  Chaklks  L.  Dana,  M.D.,  Pro- 
fessor of  Nervous  and  Mental  Diseases  in  Bellevue  Hospital  Medical 
College,  New  York.  Fourth  Edition.  With  246  Iliustrations.  8vo,  20s. 

Diseases  of  the  Nervous  System.  Lectures 

delivered  at  Guy’s  Hospital.  By  Sir  Samuel  Wilks,  Bart.,  M.D., 
F.K.S.  Second  Edition.  8vo,  18s. 

Handbook  of  the  Diseases  of  the  Nervous 

System.  By  James  Boss,  M.D.,  F.R.C.P.,  late  Professor  of  Medicine 
in  the  Victoria  University,  and  Physician  to  the  Royal  Infirmary, 
Manchester.  Roy.  8vo,  with  184  Engravings,  18s. 

Stammering  : its  Causes,  Treatment,  and 

Cure.  By  A.  G.  Bkrnabd,  M.R.C.S..  L.R.C.P.  Crown  8vo,  2s. 

Diseases  of  the  Nervous  System.  Clinical 

Lectures.  By  Thomas  Buzzaed,  M.D.,  F.R.C.P.,  Physician  to  the 
National  Hospital  for  the  Paralysed  and  Epileptic.  With  Engravings. 
8vo,  15s. 

By  the  same  Author. 

Some  Forms  of  Paralysis  from  Peripheral 

Neuritis ; of  Gouty,  Alcoholic,  Diphtheritic,  and  other  origin.  Crown 
8vo,  6s. 

Also. 

On  the  Simulation  of  Hysteria  by  Organic 

Disease  of  the  Nervous  System.  Crown  8vo,  4s.  6d. 

Gout  in  its  Clinical  Aspects.  By  J.  Mortimer 

Granville,  M.D.  Crown  8vo,  6s. 

Rheumatic  Diseases  (Differentiation  in).  By 

Hugh  Lane,  Surgeon  to  the  Royal  Mineral  Water  Hospital,  Bath. 
Second  Edition,  much  Enlarged,  with  8 Plates.  Crown  8vo,  3s.  6d. 
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Diseases  of  the  Abdomen,  comprising  those 

of  the  Stomach  and  other  parts  of  the  Alimentary  Canal,  CEsophaeus, 
Cscum,  Intestines,  and  Peritoneum.  By  S.  O.  Habershon,  M.D., 
F.K.C.P.  Fourth  Edition.  8vo,  with  5 Plates,  21s. 

On  Gallstones,  or  Cholelithiasis.  By  E.  M. 

Brockbank,  M.D.  Viet.,  M.K.C.P.  Bond.,  Honorary  Physician  to  the 
Anooats  Hospital,  Manchester.  Crown  8vo,  7s. 

Obstinate  Hiccough  ; the  Physiology,  Patho- 
logy, and  Treatment,  based  on  a collection  of  over  150  cases  from 
British  and  Foreign  Works.  By  L.  F.  B.  Knuthsen,  M.D.  Bdin. 
Royal  8vo,  6s. 

Headaches  : their  Nature,  Causes,  and  Treat- 
ment. By  W.  H.  Day,  M.D.,  Physician  to  the  Samaritan  Hospital. 
Fourth  Edition.  Crown  8vo,  with  Engravings,  7s.  6d. 

A Handbook  of  Medical  Climatology,  embody- 

ing  its  Principles  and  Therapeutic  Application,  with  Scientific  Data 
of  the  chief  Health  Resorts  of  the  World.  By  S.  Edwin  Solly,  M.D., 
M.R.C.S.,  late  President  of  the  American  Climatological  Association. 
With  Engravings  and  Coloured  Plates.  8vo,  16s. 

Surgery:  its  Theory  and  Practice.  By  William 

J.  Walsham,  F.R.C.S.,  Surgeon  to  St.  Bartholomew’s  Hospital. 
Eighth  Edition,  by  W.  G.  Si'Kncer, F.R.C.S.,  Surgeon  to  the  West-' 
minster  Hospital.  8vo,  with  622  Engravings  (including  28  Skiagrams), 
18s,  net. 

A Synopsis  of  Surgery.  By  R.  F.  Tobin, 

Surgeon  to  St.  Vincent’s  Hospital,  Dublin.  Second  Edition.  Crown 
8vo,  interleaved,  leather  binding,  6s.  6d. 

A Manual  of  Surgical  Diagnosis.  By  James 

Berry,  B.S.  Loud.,  F.R.C.S  , Surgeon  to,  and  Lecturer  on  Surgery 
at,  (he  Royal  Free  Hospital.  6s.  net. 

Surgical  Emergencies  : together  with  the 

Emergencies  attendant  on  Parturition  and  the  Treatment  of  Poison- 
ing. By  Paul  Swain,  F.R.C.S.,  Surgeon  to  the  South  Devon 
and  East  Cornwall  Hospital.  Fifth  Edition.  Crown  8vo,  with  149 
Engravings,  6s. 

Illustrated  Ambulance  Lectures  : (to  which  is 

added  a Nursing  Lecture)  in  accordance  with  the  Regulations  of  the 
St.  John’s  Ambulance  Association  for  Male  and  Female  Classes.  By 
John  M.  H.  Martin,  M.D.,  F.R.C.S.,  Hon.  Surgeon  to  the  Blackburn 
Infirmary.  Fourth  Edition.  Crown  8vo,  with  60  Engravings,  2s. 
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Operations  on  the  Brain  (a  Guide  to).  By 

Alko  Fraske,  Professor  of  Anatomy,  Eoyal  College  of  Surgeons 
in  Ireland.  Illustrated  by  42  life-size  Plates  in  Autotype,  and  2 
Woodcuts  in  the  text.  Folio,  63s.  net. 

Abdominal  Surgery.  By  J.  Greig  Smith,  M.A., 

F.R.S.E.  Sixth  Edition.  Edited  by  James  Swain,  M.S.,  M.D,  Lond., 
F.R.C.S.  Eng.,  Assistant-Surgeon  to  the  Bristol  Royal  Infirmary, 
Professor  of  Surgery,  University  College,  Bristol.  2 vols.,  8vo,  with 
224  Engravings,  36s. 

The  Physiology  of  Death  from  Traumatic 

Fever;  a Study  in  Abdominal  Surgery.  By  John  D.  Malcolm, 
M.B.,  C.M.,  F.R.C.S.E.,  Surgeon  to  the  Samaritan  Free  Hospital. 
8vo,  3s.  6d. 

The  Surgery  of  the  Alimentary  Canal.  By 

Alfred  Ernest  Matlard,  M.B.  Lond.  and  B.S.,  Senior  Surgeon  to 
the  Victoria  Infirmary,  Glasgow.  With  27  Swantype  Plates  and  89 
Figures  in  the  Text,  8vo,  25s. 

By  the  same  Author. 

A Student’s  Handbook  of  the  Surgery  of  the 

Alimentary  Canal.  With  97  Illustrations.  Crown  8vo,  8s.  6d. 

Hare-Lip  and  Cleft  Palate.  By  R.  W.  Murray, 

F.R.C  S.,  Surgeon,  David  Lewis  Northern  Hospital,  late  Surgeon, 
Liverpool  Infirmary  for  Children.  With  25  Illustrations,  8vo,  3s. 

Modern  Bullet-Wounds  and  Modern  Treat- 
ment, with  Special  Regard  to  Long  Bones  and  Joints,  Field  Appliances 
and  First  Aid.  Part  of  the  Alexander  Essay  for  1903.  By  Major  F. 
Smith,  D.S.O.,  R.A.M.C.  Crown  8vo,  3s.  net. 

The  Practice  of  Surgery  : a Manual.  By 

Thomas  Bryant,  Consulting  Surgeon  to  Guy’s  Hospital.  Fourth 
Edition.  2 vols.  crown  8vo,  with  750  Engravings  (many  being 
Coloured),  and  including  6 chromo  plates,  32s. 

The  Operations  of  Surgery  : intended  for  use 

on  the  Dead  and  Living  Subject  alike.  By  W.  H.  A.  Jacobson, 
M.Ch.  Oxon.,  F.R.C.S.,  Surgeon  Guy’s  Hospital,  and  F.  J- Steward, 
M.S.  Lond.,  F.R.C.S.,  Assistant  Surgeon,  Guy’s  Ho.spital.  Fourth 
Edition.  2 vols.,  roy.  8vo,  with  550  Illustrations,  42s. 

Muco  - Membranous  Entero  - Colitis ; Sym- 
ptoms, ComplicatioDB,  Etiology,  and  Treatment.  By  Maurice  de 
Lanqenhaoen,  M.D.,  Consulting  Physician  at  Plombibres,  \osges, 
France.  Fcap.  8vo,  3s.  6d. 
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A Course  of  Operative  Surgery.  By  Chris- 

TOPHER  Hkath,  Surgeon  to  University  College  Hospital.  Second 
Edition,  With  20  Coloured  Plates  (180  figures).  30s.  net. 

fly  t/ie  same  Author. 

A Manual  of  Minor  Surgery  and  Bandaging. 

Twelfth  Edition,  revised  by  Bilton  Poi.lard,  F.B.C.S.,  Surgeon 
to  University  College  Hospital.  Fcap.  8vo,  with  195  Engravings,  6s.  6d. 
Also. 

Injuries  and  Diseases  of  the  Jaws.  Fourth 

Edition.  Edited  by  Hknry  Percy  Dean,  M.S.,  F.R.C.S.,  Assistant 
Surgeon  to  the  London  Hospital.  8vo,  with  187  Wood  Engravings,  14s. 
Also. 

Clinical  Lectures  on  Surgical  Subjects  de- 
livered at  University  College  Hospital.  First  Series,  6s.;  Second 
Series,  6s. 

Clinical  Essays  and  Lectures.  By  Howard 

Mabsh.F.R.C.S.,  Professor  of  Surgery  iu  the  University  of  Cambridge, 
late  Surgeon  to  St.  Bartholomew’s  Hospital.  With  26  Illustrations, 
8vo,  7s.  6d. 

Ovariotomy  and  Abdominal  Surgery.  By 

Harrison  Cripps,  P.R.C.S.,  Surgical  Staff,  St,  Bartholomew's 
Hospital.  With  numerous  Plates,  royal  8vo,  25s. 

Diseases  of  Bones  and  Joints.  By  Charles 

Macnamara,  F.R.C.S,,  Surgeon  to,  and  Lecturer  on  Surgery  at,  the 
Westminster  Hospital.  8vo,  with  Plates  and  Engravings,  12s. 

Surgical  Pathology  and  Morbid  Anatomy. 

By  Anthony  A.  Bowlbt,  P.R.C.S.,  Surgeon  to  St.  Bartholomew’s 
Hospital.  Fourth  Edition.  Crown  8vo,  with  186  Engravings, 
lOs.  6d. 

By  the  same  Author. 

Injuries  and  Diseases  of  Nerves,  and  their 

Surgical  Treatment.  8vo,  with  20  Plates,  14s. 

Chloroform  : a Manual  for  Students  and  Prac- 
titioners. By  Edward  Lawrie,  M.B.  Edin.,  Lieut.-Col.  I.M.S., 
Residency  Surgeon,  Hyderabad.  Illustrated,  crown  4to,  5s.  net. 

A Pocket  Guide  to  Anaesthetics  for  the 

student  and  General  Practitioner.  By  Thomas  D.  Luke,  M.B., 
F.R.C.S.,  Edinburgh.  With  43  Engravings,  crown  8vo,  5s.  net. 
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Diseases  of  the  Thyroid  Gland  and  their 

Surgical  Treatment.  By  James  BkbRy,  B.S.  Lend.,  F.H.C.S.,  Sur- 
geon to  the  Eoyal  Free  Hospital  and  Lecturer  on  Surgery  at  the 
London  School  of  Medicine  for  Women.  With  121  Illustrations, 
Svo,  14s. 

The  Human  Foot : its  Form  and  Structure, 

Funetions  and  Clothing.  By  Thomas  S.  Ellis,  Consulting  Surgeon 
to  the  Oloueester  Infirmary.  With  7 Plates  and  Engravings  (50 
Figures).  Svo,  7s.  6d. 

Deformities  and  Deficiencies  of  the  Head  and 

Neck.  By  Heather  Biqq,  F.K.C.S.Ed.  Svo,  2s.  6d. 

Face  and  Foot  Deformities.  By  Frederick 

Churchill,  C.M.  Svo,  with  Plates  and  Illustrations,  10s.  6d. 

Royal  London  Ophthalmic  Hospital  Reports. 

By  the  Medical  and  Surgical  Staff.  Vol.  XVI.,  Part  1.  Svo,  5s. 

Ophthalmological  Society  of  the  United  King- 

dom. Transactions.  Vol.  XXIII.  Svo,  12s.  6d.  net. 

Manual  of  Ophthalmic  Surgery  and  Medicine. 

By  W.  H.  H.  Jkssop,  M.A.,  F.R.C.S.,  Ophthalmic  Surgeon  to  St.  Bar- 
tholomew’s Hospital,  With  5 Coloured  Plates  and  110  Woodcuts 
Crown  Svo,  9s.  6d. 

Nettleship’s  Diseases  of  the  Eye.  Sixth  Edition. 

Revised  and  Edited  by  W.  T.  Holmes  Spicer,  M.B.,  F.H.C.S.,  Oph- 
thalmic Surgeon  to  St.  Bartholomew’s  Hospital  Surg.on  to  the 
Royal  London  Ophthalmic  Hospital.  With  161  Engravings  and  a 
Coloured  Plate  illustrating  Colour-Blindness.  Crown  Svo,  Ss.  6d. 

Diseases  and  Refraction  of  the  Eye.  By 

N.  C.  Macnamara,  F.R.C.S.,  Surgeon  to  Westminster  Hospital,  and 
Qustavus  Harthidok,  F.R.C.S.,  Surgeon  to  the  Royal  Westminster 
Ophthalmic  Hospital.  Fifth  Edition.  Crown  Svo,  with  Plate,  156 
Engravings,  also  Test-types,  10s.  6d. 

Practical  Handbook  of  Diseases  of  the  Eye. 

By  D.  Chalmers  Watson,  M.B..  Ophthalmic  Physician,  Marshall 
Street  Dispensary,  Edinburgh.  Second  Edition,  with  9 Coloured 
Plates  and  31  Figures  in  the  Text,  fcap.  Svo,  5s.  net. 

Elementary  Ophthalmic  Optics,  including 

Ophthalmoscopy  and  Ketinoscopy.  By  J.  Herbert  Parsons,  B.S., 
B.Sc.,  F.R.O.S.,  Curator,  Royal  London  Ophthalmic  Hospital.  With 
66  Illustrations,  Svo,  6s.  6d. 
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Ocular  Therapeutics  according  to  the  most 

Recent  Discoveries,  By  Dr.  A.  Dabieb.  Translated  by  Sydney 
Stephenson,  M.B„  C.M.,  Ophthalmic  Surgeon  to  the  Evelina  Hos- 
pital and  the  North-Eastern  Hospital  for  Children.  Roy.  8vo, 
10s.  6d.  net. 

Refraction  of  the  Eye : a Manual  for  Students. 

By  Gustavtjs  Habtbidge,  F.R.C.S.,  Surgeon  to  the  Royal  West- 
minster Ophthalmic  Hospital.  Twelfth  Edition.  Crown  8vo,  with 
105  Illustrations,  also  Test-types,  etc.,  8s. 

By  the  same  Author. 

The  Ophthalmoscope  : a Manual  for  Students. 

Fourth  Edition.  Crown  8vo,  with  85  Illustrations  and  4 Pistes,  4s.  8d. 

Glaucoma  : its  Pathology  and  Treatment.  By 

Pbiestlet  Smith,  Ophthalmic  Surgeon  to  the  Queen’s  Hospital 
Birmingham.  8vo,  with  84  Engravings  and  12  Zinco-photographs. 
7s.  8d. 

Methods  of  Operating  for  Cataract  and 

Secondary  Impairments  of  Vision,  with  the  results  of  500  cases. 
By  Major  G.  H.  Fink,  H.M.  Indian  Medical  Service.  Crown  8vo, 
with  15  Engravings,  5s. 

Diseases  of  the  Eye : a Practical  Handbook 

for  General  Practitioners  and  Students.  By  Cecil  Edwabd  Shaw, 
M.D.,  M.Ch.,  Ophthalmic  Surgeon  to  the  Ulster  Hospital  for  Children 
and  Women,  Belfast.  With  a Test-Card  for  Colour-Blindness.  Crown 
8vo,  3s.  8d. 

The  Accessory  Sinuses  of  the  Nose,  their 

Surgical  Anatomy  and  the  Diagnosis  and  Treatment  of  their  In- 
flammatory Affections.  By  A.  Logan  Tdbneb,  M.D.  Edin.,  Surgeon 
for  Diseases  of  the  Ear  and  Throat,  Deaconess  Hospital,  Edinburgh. 
With  81  Illustrations,  imp,  8vo,  12s.  net. 

Diseases  of  the  Ear,  including  the  Anatomy 

and  Physiology  of  the  Organ,  together  with  the  Treatment  of  the 
Affections  of  the  Nose  and  Pharynx,  which  conduce  to  Aural  Disease 
(a  Treatise).  By  T.  Mabk  Hovell,  Senior  Aurai  Surgeon  to  the 
London  Hospital,  and  Lecturer  on  Diseases  of  the  Throat  in  the 
Coilege.  Second  Edition.  8vo,  with  128  Engravings,  21s. 
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Diseases  and  Injuries  of  the  Ear.  By  Sir 

William  B.  Dalby,  F.R.C.S.,  M.B.,  Consulting  Aural  Surgeon  to 
St.  George’s  Hospital.  Fourth  Edition.  Crown  8vo,  with  8 Coloured 
Plates  and  38  Wood  Engravings.  lOs.  6d. 

By  the  same  Author. 

Short  Contributions  to  Aural  Surgery,  between 

1875  and  1896.  Third  Edition.  8vo,  with  Engravings,  5s. 

A System  of  Dental  Surgery.  By  Sir  John 

Tomes,  F.E.S.,  and  C.  S.  Tomes,  M.A.,  F.E.S.  Fourth  Kdition.  Post 
8vo,with  289  Engravings,  16s. 

Dental  Anatomy,  Human  and  Comparative : 

A Manual.  By  Chablks  S.  Tomes,  M.A.,  F.E.S.  Sixth  Edition. 
Post  8vo,  with  286  Engravings,  12s.  6d.  uet. 

Decay  in  Teeth  : an  Investigation  into  its 

Cause  and  Prevention.  By  J.  Sim  Wallace,  M.D.,  D.Sc., 
L.D.S.H.C.S.  Second  Edition.  8vo,  5s. 


Dental  Materia  Medica,  Pharmacology  and 

Therapeutics.  By  Charles  W.  Glassington,  M.R.C.S.,  L.D.S. 
Edin.;  Senior  Dental  Surgeon,  Westminster  Hospital;  Dental  Sur- 
geon, National  Dental  Hospital,  and  Lecturer  on  Dental  Materia 
Medica  and  Therapeutics  to  the  College.  Crown  8vo,  6s. 


Dental  Medicine  : a Manual  of  Dental  Materia 

Medica  and  Therapeutics.  By  Ferdinand  J.  S.  Gorgas,  M.D., 
D.D.S.,  Professor  of  the  Principles  of  Dental  Science  in  the  University 
of  Maryland.  Sixth  Edition.  8vo,  18s. 


A Manual  of  Dental  Metallurgy.  By  Ernest 

A.  Smith,  Assay  Office,  Sheffield.  Second  Kdition.  With  38  Illus- 
trations, crown  8vo,  6s.  6d. 

A Manual  of  Nitrous  Oxide  Anaesthesia. 

By  J.  Frederick  W.  Silk,  M.D.  Loud.,  M.E.C.S.;  Assistant 
Ansesthetist  to  Guy’s  Hospital,  Anaesthetist  to  the  Dental  School  of 
Guy's  Hospital,  and  to  the  Eoyal  Free  Hospital.  8vo,  with  20  Bn- 
gravings,  5s. 

Practical  Treatise  on  Mechanical  Dentistry. 

By  Joseph  Eichabdson,  M.D.,  D.D.S.  Seventh  Edition,  revised  and 
edited  by  George  W.  Warren,  D.D.S.  Eoyal  8vo,  with  690  Bngrav- 


ings,  22s. 

On  the  Causes  and  Continuance  of  Plague  in 

Hongkong,  with  Suggestions  as  to  Eemedial  Measures;  a 
presentc(i  to  the  Seci-clary  of  State  for  the  Coionies.  By  W.  J. 
Simpson,  M.D.,  F.E.C.P.  With  numerous  Charts  and  Diagrams. 
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Pl  Handbook  on  Leprosy.  By  S.  P.  Impey, 

M.D.,  late  Chief  and  Medical  Superintendent,  Robben  Island  Leper 
and  Lunatic  Asylums,  Cape  Colony.  With  38  Plates,  8vo,  12s. 

Diseases  of  the  Skin  (Introduction  to  the 

study  of).  By  P.  H.  Pyk-Smith,  M.D.,  F.R.S.,  F.R.O.P.,  Physician 
to  Guy’s  Hospital.  Crown  8vo,  with  26  Engravings,  7s.  6d. 

A Manual  of  Diseases  of  the  Skin,  with  an 

Analysis  of  20,000  Consecutive  Cases  and  a Formulary.  By  Duncan 
B.  Bulklky,  M.D.,  New  York.  Fourth  Edition,  royal  16rao,  6s.  6d. 

Skin  Diseases  of  Children.  By  Geo.  H.  Fox, 

M.D.,  Clinical  Professor  of  Diseases  of  the  Skin,  College  of  Physicians 
and  Surgeons,  New  York.  With  12  Photogravure  and  Chromographio 
Plates  and  60  Illustrations  in  the  Text.  Royal  8vo,  12s.  6d. 

The  Operative  Surgery  of  Malignant  Disease. 

By  Hbnby  T.  Butlin,  F.R.C.S.,  Surgeon  to  St.  Bartholomew’s  Hos- 
pital. Second  Edition,  with  12  Engravings.  8vo,  14s. 

By  the  same  Author. 

Malignant  Disease  (Sarcoma  and  Carcinoma) 

of  the  Larynx.  8vo,  with  5 Engravings,  5s. 

The  Diagnosis  and  Treatment  of  Syphilis. 

By  Tom  Robinson,  M.D.  St.  And.,  Physician  to  the  Western  Skin 
Hospital.  Second  Edition.  Crown  8vo,  3s.  6d. 

By  the  same  Author, 

The  Diagnosis  and  Treatment  ot  Eczema. 

Second  Edition.  Crown  8vo,  3s.  6d. 
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Illustrations  of  Diseases  of  the  Skin  and 

Syphilis,  with  Remarks.  Fasc.  I.  with  3 Plates.  Imp.  4to,  5s.  net. 

Cancerous  Affections  of  the  Skin  (Epithelioma 

and  Rodent  Ulcer).  By  Gkorqe  Thin,  M.D.  Post  8vo,  with  8 Engrav- 
ings, 5s.  By  fijg  same  Author.' 

Pathology  and  Treatment  of  Ringworm. 

8vo,  with  21  Engravings,  5s. 

Ringworm,  and  some  other  Scalp  Affections  : 

their  Cause  and  Cure.  By  HaY'DN  Brown,  L.R.C.P.  Ed.  8vo,  5s. 

Urinary  and  Renal  Derangements  and  Calcu- 
lous Disorders.  By  Lionel  S.  Beale,  F R.C.P.,  F.R.S.,  Physician  to 
King’s  College  Hospital.  8vo,  5s. 
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Urine  Examination  made  easy  : a Method  of 

Examining  Urine,  wit.li  the  common  Tests  fully  descril>e(l.  By 
Thomas  Cahruthers,  M.B.,  Ch.B.  8vo,  Is.  6rl.  net. 

Chemistry  of  Urine  ; a Practical  Guide  to  the 

Analytical  Examination  of  Diabetic,  Albuminous,  20id  Gouty  Urine. 
By  Alfred  H.  Allen,  F.I.C.,  F.C.S.,  Public  Analyst  for  the  West 
Hiding  of  Yorkshire,  &c.  8vo,  with  Engravings,  7s.  6d. 

Atlas  of  Electric  Cystoscopy.  By  E.  Hurry 

Fenwick,  F.R.C.S.,  Surgeon  to  the  London  Hospital  and  St.  Peter's 
Hospital  tor  Stone.  Royal  8vo,  with  34  Coloured  Plates,  embracing 
83  Figures.  21s.  net. 

By  the  same  Author, 

Electric  Illumination  of  the  Bladder  and 

Urethra,  as  a Means  of  Diagnosis  of  Obscure  Vesico-Urethral  Diseases. 
By  B.  Hurry  Fenwick,  F.R.C.S.,  Surgeon  to  London  Hospital  and 
St.  Peter’s  Hospital  for  Stone.  Second  Edition.  8vo,  with  54  En- 
gravings, 6s.  6d. 

Also. 

Operative  and  Inoperative  Tumours  of  the 

Urinary  Bladder : a Clinical  and  Operative  Study  based  on  500  cases. 
■With  39  Illustrations,  8vo,  5s.  net. 

Also. 

Tumours  of  the  Urinary  Bladder.  Fas.  I. 

Royal  8vo,  5s.  net. 

Also. 

Ulceration  of  the  Bladder,  Simple,  Tuber- 
culous, and  Malignant : a Clinical  Study.  With  Illustrations,  8vo,  5s. 
Also. 

The  Cardinal  Symptoms  of  Urinary  Disease  : 

their  Diagnostic  Significance  and  Treatment.  8vo,  with  36  Illustra- 
tions,  8s. 

A/so. 

Obscure  Diseases  of  the  Urethra.  With  63 

Illustrations,  8vo,  6s.  6d. 

Also. 

Obscure  Diseases  of  the  Kidney,  the  Value  of 

Ureteric  Meatoscopy  in  their  Diaguosis  and  Treatment.  Based  on 
400  Major  Operations  on  the  Kidney.  With  14  Plates  and  43  Figures 
in  the  Text.  8vo,  Os.  6d. 

On  the  Development  and  Anatomy  of  the 

Prostate  Gland,  willi  an  Account  of  its  Injuries  and  Diseases  and 
their  Surgical  Treatment.  By  W.  G.  Richahusox.  M.B..  B.S., 
F.R.C.S.,  Assistant  Surgeon  at  the  Royal  Infirmary.  Newcastle-on- 
Tyne,  AssisUint  Demonstrator  of  Operative  Surgery  at  the  University 
of  Durham  College  of  Medicine.  Heath  Scholarship  Prize  Essay. 
With  47  Plates.  Imp.  8vo,  10s.  6d.  net. 
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By  SIR  HENRY  THOMPSON,  BART.,  F.R.C.S. 

Diseases  of  the  Urinary  Organs.  Clinical 

Lectures.  Eighth  Edition.  8vo,  with  121  Engravings,  10s.  6d. 

Practical  Lithotomy  and  Lithotrity ; or,  an 

Inquiry  into  the  Best  Modes  of  Hemoving  Stone  from  the  Bladder. 
Third  Edition.  8vo,  with  87  Engravings,  10s. 

The  Preventive  Treatment  of  Calculous  Dis- 

ease, and  the  use  of  Solvent  Remedies.  Third  Edition.  Cr.  8vo,  2s.  6d. 

Tumours  of  the  Bladder  : their  Nature,  Sym- 

ptoms, and  Surgicai  Treatment.  8vo,  with  numerous  Illustrations,  5s. 

Stricture  of  the  Urethra,  and  Urinary  Fistulae  : 

their  Pathology  and  Treatment,  Fourth  Edition.  8vo,  with  74  En- 
gravings, 6s. 


The  Clinical  Examination  of  Urine,  with  an 

Atlas  of  Urinary  Deposits.  By  Lindlky  Scott,  M.A.,  M.D.,  with 
41  original  Plates  (mostly  in  colours).  Crown  4to,  15s.  net. 

Clinical  Chemistry  of  Urine  (Outlines  of  the). 

By  0.  A.  MaoMukk,  M.A.,  M.D.  8vo,  with  64  Engravings  and  Plate 
of  Spectra,  9s. 

Selected  Papers  on  Stone,  Prostate,  and  other 

Urinary  Disorders.  By  Reginald  Harrison,  F.R.C.S.,  Surgeon  to 
St.  Peter's  Hospital.  8vo,  with  16  Illustrations,  5s. 

Syphilis.  By  Sir  Alfred  Cooper,  F.R.C.S.,  Con- 
sulting Surgeon  to  the  West  London  and  the  Lock  Hospitals.  Second 
Edition.  Edited  by  Bdware  Cottkrkll,  F.R.C.S.,  Surgeon  (out- 
patients) to  the  London  Look  Hospital.  8vo,  with  24  Full-page 
Plates  (12  coloured),  18s. 

On  Maternal  Syphilis,  including  the  presence 

and  recognition  of  Syphilitic  Pelvic  Disease  in  Women.  By  John 
A.  Shaw-Maokknzib,  M.D.  With  Coloured  Plates.  8vo,  10s.  6d. 
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Diseases  of  the  Rectum  and  Anus.  By  Sir 

Alfred  Cooper,  P.H.C.S.,  Senior  Surgeon  to  St.  Mark's  Hospital  for 
Fistula;  and  F.  Swintord  Edwards,  F.K.C.S.,  Senior  Assistant 
Surgeon  to  St.  Mark’s  Hospital.  Second  Edition,  with  Illustrations. 
8vo,  12s. 

Cancer  of  the  Rectum.  Especially  considered 

with  regard  to  its  Surgical  Treatment.  Jacksonian  Prize  Essay. 
By  Harrison  Cripps,  F.E.C.S.,  Assistant  Surgeon  to  St.  Bartholo- 
mew’s Hospital.  Third  Edition.  8vo,  with  13  Plates  and  several 
Wood  Engravings,  6s. 
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The  Passage  of  Air  and  Faeces  from  the 

Urethra.  8vo,  3s.  6d. 

A Medical  Vocabulary  ; an  Explanation  of  all 

Terms  and  Phrases  used  in  the  various  Departments  of  Medical  Science 
and  Practice,  their  Derivation,  Meaning,  Application,  and  Pronuncia- 
tion. By  E.  G.  Mayne,  M.D.,  LL.D.  Seventh  Edition,  by  W.  W, 
Waqstaffk,  B.A.,  F.E.C.S.,  and  G.  D.  Parker,  M.B.  Crown  8vo, 
12s.  6d. 

A Short  Dictionary  of  Medical  Terms.  Being 

an  Abridgment  of  Mayne’s  Vocabulary.  64mo,  2s.  6d. 

Dunglison’s  Dictionary  of  Medical  Science. 

Containing  a full  Explanation  of  its  various  Subjects  and  Terms, 
with  their  Pronunciation,  Accentuation,  and  Derivation.  Twenty- 
third  Edition.  By  Tho.maS  L.  Stkd.man,  A.M.,  M.D.  With  577 
Illustrations,  including  84  page-plates.  Imp.  8vo,  34s.  net. 

Terminologia  Medica  Polyglotta  : a Concise 

International  Dictionary  of  Medical  Terms  (French,  Latin,  English, 
German,  Italian,  Spanish,  and  Russian).  By  Theodore  Maxwell, 
M.D.,  B.Sc.,  F.R.C.S.  Bdin.  Royal  8vo,  16s. 

A German- English  Dictionary  of  Medical 

Terms.  By  Sir  Fred.  Treves,  Bart,  K.C.V.O.,  Surgeon  to  the  London 
Hospital ; and  Huoo  Lano,  B.A.  Crown  8vo,  haE-Persian  calf,  12s. 

A Handbook  of  Physics  and  Chemistry,  adapted 

to  the  requirements  of  the  first  examination  of  the  Conjoint  Board 
and  for  general  use.  By  Herbert  B.  Corbin,  B.Sc.  Lond.,  and  Archi- 
bald M.  Stewart,  B.Sc.  Lond.  Second  Bdition.  With  153  Illustra- 
tions, crown  8vo,  6s.  6d. 
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A Manual  of  Chemistry,  Theoretical  and  Prac- 
tical. By  William  A.  Tildkn,  D.Sc.,  F.K.S  , Professor  of  Chemistry 
in  the  Royal  College  of  Science,  London  ; Examiner  in  Chemistry  to 
the  Department  of  Science  and  Art.  With  2 Plates  and  143  Woodcuts, 
crown  8vo,  10s. 

Chemistry,  Inorganic  and  Organic.  With  Ex- 
periments. By  Charles  L.  Bloxam.  Ninth  Edition,  by  John 
Millar  Thomson,  F.K.S.,  Professor  of  Chemistry  in  King’s  College, 
London,  and  Arthur  G.  Bloxam,  F.I.C.,  Consulting  Chemist  and 
Chartered  Patent  Agent.  8vo,  with  284  Engravings,  18s.  net. 

By  the  same  Author, 

Laboratory  Teaching ; or.  Progressive  Exer- 

cises  in  Practical  Chemistry.  Sixth  Edition,  by  Arthur  G.  Bloxam. 
Crown  8vo,  with  80  Engravings,  6s.  6d. 

Watts’  Organic  Chemistry.  Edited  by  William 

A.  Tilden,  D.Sc.,  F.R.S.,  Professor  of  Chemistry,  Royal  College  of 
Science,  London.  Second  Edition.  Crown  8vo,  lOs. 

Practical  Chemistry,  and  Qualitative  Analysis, 

By  F^nk  Clowes,  D.Sc.  Lond.,  Emeritus  Professor  of  Chemistry  in 
the  University  College,  Nottingham.  Seventh  Edition.  Post  8vo, 
with  101  Engravings  and  Frontispiece,  8s.  6d. 

Quantitative  Analysis.  By  Frank  Clowes, 

D.Sc.  Lond. , Emeritus  Professor  of  Chemistry  in  the  University  College, 
Nottingham,  and  J . Bernard  Coleman,  Assoc.  R.  C.  Sci.  Dublin : 
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Edition.  Post  8vo,  with  125  Engravings,  10s. 
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Elementary  Practical  Chemistry.  Fourth  Edi- 
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Part  II.  Anaiytical  Chemistry,  with  20  Engravings,  2s.  6d.  net. 
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Introduction  to  Quantitative  Analysis.  With 
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Qualitative  Analysis.  By  R.  Fresenius.  Trans- 

F-B-S.  Tenth  Edition.  8vo,  with 
Coloured  Plate  of  Spectra  and  46  Engravings,  15s, 

By  the  same  Author. 

Quantitative  Analysis.  Seventh  Edition. 
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with  143  Engravings,  20s.  ’ 
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The  Elements  of  Chemistry.  By  M.  M. 

Pattison  Muih.  M.A.,  Fellow  and  Praeleetor  in  Chemistry  of  Gonville 
and  Cains  College,  Cambridge.  With  Illustrations,  8vo,  10s.  6d.  net. 

Inorganic  Chemistry  (A  System  of).  By 

Sir  William  Ramsay,  K.C.B.,  Ph.D.,  P.E.S.,  Professor  of  Chemistry 
in  the  University  College,  London.  8vo,  with  Engravings,  15s. 

By  the  same  Author. 

Elementary  Systematic  Chemistry  for  the  Use 

of  Schools  and  Colleges.  With  Engravings.  Crown  8vo,  4s.  6d. 
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Valentin’s  Practical  Chemistry  and  Qualitative 

and  Quantitative  Analysis.  Edited  by  Dr.  W.  R.  Hodokinson, 
F.R.S.E.,  Professor  of  Chemistry  and  Physics  at  the  Royal  Military 
Academy,  and  Artillery  College,  Woolwich.  Ninth  Edition.  8vo,  with 
Engravings  and  Map  of  Spectra.  9s.  (The  Tables  separately,  2s.  6d.) 

Practical  Chemistry,  Parti.  Qualitative  Exer- 
cises and  Analytical  Tables  tor  Students.  By  J.  Campbell  Brown, 
Professor  of  Chemistry  in  Victoria  University  and  University  College, 
Liverpool.  Fourth  Edition.  8vo,  2s.  6d. 

The  Analyst’s  Laboratory  Companion  : a Col- 

lection  of  Tables  and  Data  for  Chemists  and  Students.  By  Alfred 
E.  Johnson,  B.Sc.,  F.I.C.  Third  Edition.  Crown  8vo,  6s.  6d. 

The  Chemistry  of  the  Terpenes.  By  F. 

Heusler,  Ph.D.  Translated  and  enlarged  by  F.  J.  Pond,  M.A., 
Ph.D.  8vo,  17s.  net. 

Commercial  Organic  Analysis  ; a Treatise  on 

the  Properties,  Modes  of  Assaying,  Proximate  Anal3rtical  Examination, 
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Third  Edition. 
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Second  Edition. 
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Vol.  IV.,  completing  the  work,  18s. 

Volumetric  Analysis  : or  the  Quantitative 

Estimation  of  Chemical  Substances  by  Measure,  applied  to  Liquids, 
Solids,  and  Gases.  By  Francis  Sutton,  F.C.S.,  F.I.C.,  Public 
Analyst  for  the  County  of  Norfolk.  Ninth  Edition.  8vo,  with 
121  Engravings,  20s.  net. 
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Chemical  Technology ; or,  Chemistry  in  its 

Applications  to  Arts  and  Manufactures.  Edited  by  Charles  E. 
Groves,  F.R.S.,  William  Thorp,  B.Sc.,  and  W.  J.  Dibdin,  F.I.C. 

VoL.  I, — Fuel  and  its  Applications.  ByE.J. 
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facture, by  L.  Field  and  F.  A.  Field.  The  Petroleum 
Industry  and  Lamps,  by  Boterton  Redwood.  Miners’  Safety 
La.mps,  by  B.  Redwood  and  D.  A.  Louis.  Royal  8vo,  with  .3.’i8 
Engravings  and  Map,  20s, 

VoL  III.— Gas  Lighting.  By  Charles  Hunt. 

With  2 Plates  and  292  Engravings,  8vo,  18s. 

VoL.  IV.  — Electric  Lighting.  By  A.  G. 

Cooke,  M.A.,  A.M.I.E.E.  Photometry.  By  W.  J.  Dibdin, F.I.C. , 
F.C.S.  Royal  8vo.,  with  10  Plates  and  181  Engravings,  20s. 

Cooley’s  Cyclopaedia  of  Practical  Receipts, 

and  Collateral  Information  in  the  Arts,  Manufactures,  Professions, 
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of  the  Methods  of  Microscopic  Anatomy.  By  Arthur  Bolles  Lee. 
Fifth  Edition,  8vo,  15s. 

Photo-Micrography  (Guide  to  the  Science  of). 
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Cullingworth’s  Monthly  N urses,  7 

Dalby’s  Diseases  and  Injuries  of  the 
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Amkkica.— J.  * A,  Churchill  being  in  constant  communication  with  various 
publishing  houses  in  America  are  able  to  conduct  negotiations  favourable  to 
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